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PREFATORY NOTE, 


The present volume contains supplementary data on doubtful points, 
which arose in connection with the preceding work on infra-red spectra. 
The vaiious phases treated, except Part VII, Chapter I, (4) and ($), and 
Chapter IT, were ready for publication during the summer of 1907, when 
through the generosity of the Carnegie Institution of Washington it was 
made possible to combine all the material into a new volume, which was 
then delayed for the additional data on emission spectra of metal filaments 
and insulators, thus rounding up the subject as completely as is possible 
at this time. This completes, for the present, the “program of investiga¬ 
tion.” The subject, however, is not exhausted — not even thoroughly 
initiated — for we know but little more of the cause of absorption and 
of emission lines and bands, other than those due to several well-known 
groups of atoms, than wc did twenty years ago, when Julius and Angstrdm, 
independently, examined infra-red spectra. ICach renewed effort is a step 
in advance, as the jiresent data on tlie effect of molecular weight illustrate. 
The main problem is to obtain suitable material, which seems to be partly 
a matter of chance. For example, one of the first substances ever 
examined for selective rellection was (juartzi. It is the easiest obtainable, 
and it illustrates the question of selective retlection better than any other 
substance yet found, save carborundum, which was one. of the latcvst min¬ 
erals to be examined. On the other hand, after examining over 300 dif¬ 
ferent substances, it has remained until the very last to find a series that 
so well illustrates the effect of molecular weight as the data on the car¬ 
bonates herewith i>resentecl. 'Flie reflection .spectra of the carbonate.^ and 
nitrate.s in solution clestTva* further .study. 'I'hey are easily obtainable, and 
their reflection bantls, which are strong, lie in the region of the .spectrum 
where the; radiation is quite inlen.se, so that no serious difliculty need be 
anticipated. Colloidal me(al.s also deserve further attention. Artificial 
aub.stances, except carborundum, have never been examined, and it is 
intended to make a study of tlu; .siliddes, provided they can be melted 
into homogeneoius ma.H.Hes. 

In Part III (Carnegie Publication No. 65) the ili.scussion of the accu¬ 
racy attainable refers to the region up to about 12 /i. Beyond this point 
the absorption of the rock salt prism increases very rapidly, and it was 
not possible to attain great accuracy. In fact, the writer has given but 
lillle weight to his isolated ob.servations lying beyond 14 /q although others 
have been able to verify them, a notable example being calcite (Carnegie 
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Publication No. 65, p. 70), where the probability of a band at 14 p. is 
based upon two spectrometer settings and only three observations. 

In Carnegie Publication No. 65, Appendix V, “Note on Blowing 
Quaxtz Fibers,” the originator of the method was then unknown to the 
writer. Since then it has been found that in addition to shooting quartz 
fibers the method of blowing them is fully described by Boys in the London 
Electrician, p. 220, Dec. ii, 1896, “Blowing and Shooting Quartz Fibers.” 

Prof. E. F. Nichols has written me that he found the method in 1891, 
and exhibited it at the jubilee celebration of the Physikalische Gesellschaft 
in Berlin in 1896. 

In Carnegie Publication No. 35, p. 51, line 10 from the bottom should 
read; “Carbon dioxide is the only gas studied which has no strong absorp¬ 
tion bands except at 4.5 p and 14 p” 

W. W. COBLENTZ. 

Washington, D. C., May , 1908. 



PART V. 


INFRA-RED REFLECTION SPECTRA. 






CHAPTER I. 


^INTRODUCTION. 

In the preceding volume, Part IV, the redection spectra of several 
groups of chemically related minerals were examined, including sulphates, 
sulphides, and an extensive group of silicates. This examination did not 
include the oxides and carbonates which were not obtainable at that time. 
To examine the substances in chemically related groups seemed to be the 
only logical way to gain insight into the mechanism of selective absorption 
and of selective reflection. The main difficulty lay in obtainiug material 
of sufficient size to produce a suitable reflecting surface. A list of minerals, 
which occur in sufficient size and homogeneity, was sent out to various 
mineral dealers who very kindly submitted several large boxes of specimens 
for selection. Even after this first elimination it was possible to obtain 
only about lo per cent of the number of minerals desired. In addition to 
these minerals a considerable number of specimens were selected from the 
collection in the U. S. National Museum. 

The apparatus and methods employed were essentially the same as in 
the preceding investigation. The spectrum was produced by means of a 
rock-salt prism, and mirror spectrometer previously described. The re¬ 
flecting power of the mineral was compared with that of a silver mirror. 
The surfaces were ground plane, but were not always of the highest polish. 
Since primarily we are only concerned with the accurate location of bands 
of selective reflection, the question of pohsh is of secondary importance. 

The spectrometer slits were 0.3 mm., or about 2' of arc, as in the 
preceding work. The radiation from a Nernst “heater’' was projected 
upon the reflecting surfaces by means of a mirror having a focal length of 
15 cm. and an aperture of 12 cm. 

The reflection spectrum was explored by means of a Rubens thermo¬ 
pile. Although its sensitiveness was greater than the radiometer used 
previously, the unsteadiness at times, due to magnetic disturbances, neces¬ 
sitated repeating the observations at each spectrometer setting. When 
using the radiometer, it was rarely necessary to repeat the observations in 
exploring the spectrum up to 9 or 10 /i, while in the present work, using 
a thermopile, the region beyond 9 ii was examined under the greatest 
difficulties, and in the case of the carbonates no attempt was made to 
locate the band at 11.4/i. When the reflection faces were less than the 
standard size, 2 by 3 cm., which was frequently the case, the silver com¬ 
parison mirror and the specimen were covered with diaphragms having 
equal openings, so that equal areas of the two surfaces were exposed. 




CHAPTER II. 

INFRA-RED REFLECTION SPECTRA OF VARIOUS SUBSTANCES. 

CARBONATES. 


Smithsonite (ZnCOa). 

(Stalactitic crystalline mass. From New Jersey. 


Curve a, %. i.) 


The specimen examined was highly polished. The reflection curve i.s 

strong, and is a comj)lcx of two 



4 5 6 7 8 

Fio. I. — Smlihsoniie (a); Cerusslle. 


bands, as will be noticed m 
nearly all the carbonates exam¬ 
ined. The maxima occur at 
6.65 and 7.05 ft. 

There seems to be a silicate 
calamine (IlsO-aZnO-SiOj) hav¬ 
ing the .same name. In fact 
the sample wa.s purchaswl as a 
silicate. The pre.sent examina¬ 
tion .shows that the .specimen ex¬ 
amined is the carbonate known 




by that name. In other words, this is an independent method of analy/in,, 
such a mineral. 

CERUSStTE (i'liCOa). 

(From New South Wales. Curve b, fiifs. i and a.) 

This is a rare mineral and the present specimen wtis a fragment having 
a surface about 1.5 by 2 cm. 

The surface itself was cor¬ 
rugated, with several plain 
highly polished plates about 
2 by 15 mm. It was the 
only specimen obtainable 
and no risk was taken in 
attempting to grind it. The 
reflection curve b, fig. i, 
therefore does not indicate 
the true reflecting power. 

The individual bands, how¬ 
ever, are well resolved, the 
maxima being at 6.9 and 

7.25 In fig. 2, curve c, the reflection curve is drawn on a larger .scali 
which emphasizes these maxima. 



Fio. 
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■ Strontlimlte (o)j Wllteite W; 
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Strontianite (SrCOs). 

(Massive specimen. From Hamm, Westphalia, Germany. Curve a, fig. 2,) 

The specimen examined had a large, well-polished reflecting surface. 
As in all the carbonates studied the height of the maximum reflection is 
only about 30 per cent. This is the only carbonate examined which has 
but one reflection maximum, which is at 6.74 /t. It will be noticed pres¬ 
ently that these maxima shift toward the long wave-lengths with increase 
in molecular weight. Since the intensity of the two bands is unequal, it is 
possible that this inequality, combined with the shift of the maxima, is the 
cause of the lack of resolution. 

WlTHERITE (BaCOa). 

(Massive, crystalline. Curve h, fig. 2.) 

The reflection decreases normally from 4 to 6 followed by strong 
complex reflection band, with maxima at 6.78 and 6.98 /t. The latter band 
is the more intense, which is just the opposite of the carbonates, having a 
metal of less molecular weight. The specimen had an unusually high 
polish, which accounts, in part, for the high reflection maximum. 

MaxacHITE (CuO-COa-HaO). 

(Concretionary specimen. From Burra Burra, South Australia. Curve a, fig. 3.) 

The specimen of malachite was highly polished. The reflection bands 
are well resolved, while the second maximum is of the usual intensity for 
carbonates. Beyond 10 pi there appears to be another band, but the un- 
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Fio. 3. — Malachite (o); Azurite. 


steadiness of the galvanometer prevented an accurate determination of 
this question. The maxima of malachite occur at 6.66 and 7.3 p, with a 
possible third band at 7.8 /.t. 

Aztjuixe (3Cu0-2C02H20); Chrvsocoela (CuSiOa-|-HaO). 

(From Lyon County, Nevada. Curve h, fig. 3.) 

The specimen examined was a mixture of azurite and chrysocolla, the 
first miheral being present in only a small amount. No silicate bands at 



12 


UNJKA-JtUiJJ iOt^XJKUXJLUJN 


8.5 and 9 jj. could be detected. The reflecting power is low, whicn is no 
doubt due to the presence of the silicate. The maxima at 6.65, 7.3, and 
7.8 n Eire in common with those of malachite. The transmission curve of 
ELzurite is given in the preceding volume. It shows the OH band at 3 // 
and the carbonate bands at 3.5 and 4 [i. 

Dolomite [CaMg(C08)2]. 

(A plane cleavage piece. From Traversella, Italy. Curve a, fig. 4.) 

Dolomite is of interest because it is a double carbonate of Mg and Ca. 
The reflecting power is high. The first band is in common with that of 



CaCOg, while the second band is to be found in MgCOo. The maxima 
occur at 6.58 and 6.95 /t. 

SiDEEITE (FeCOa). 

(Cleavage piece. From Allevard, France. Curve h, fig. 4.) 

^ The reflection curve of siderite is composed of a complex maxima 
similar to that of dolomite. The maxima occur at 6.6 and 7.1 /i. 



Calcite (CaCOa). 
(Curve a, fig. 5.) 


SBar Thfrdeavage fa.:e of Iceland 
n reflection band is complex with maxima at 6.6 andA 8e « 

The reflection bands in the deep infra-red will be noticed present^' It is 
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desirable to examine aragonite, CaCOg, which differs from calcite in its 
crystalline form, to determine the effect of structure; this is given in 
Chapter III. It was shown in Carnegie Publication No. 35 that isomeric 
compounds have different transmission spectra; and one would expect also 
the reflection spectra of isomers to be different. The unsteadiness of the 
galvanometer prevented the location of the band, found by Aschkinass, 
at 11.4 fx. In this region the radiometer would have been more satisfac¬ 
tory. 

Magnesite (MgCOa). 

(Massive. Curve h, fig. 5.) 

The sample examined was an opaque white mass which took a high 
polish. The band of selective reflection is very similar to that of calcite 
and consists of two maxima at 6.5 and 6.8 jx, respectively. 

As a whole the carbonates are conspicuous for a double band of metallic 
reflection at 6.5 to 7 which previously had not been resolved in calcite. 
The shift of these bands with increase in molecular weight of the metallic 
ion will be discussed on a later page. That the shift is not due to a change 
in the adjustment of the apparatus was verified at the completion of the 
observations by examining several of the specimens in succession, when it 
was found that the maxima coincided with the values first observed. 

SULPHIDES. 

The reflection spectra of sulphur and of the sulphides of Zn, Sb, Fe, 
and Pb were described in the preceding volume. Sulphur and sphalerite 
(ZnS) have a low reflecting power of only about 8 per cent throughout the 
spectrum to 15 /i. The remaining minerals have a high reflecting power 
of 32 to 36 per cent throughout the spectrum to 15/1, where the reflection 
of stibnite, SbjSg, seemed to decrease. The present examination includes 
four new sulphides. 

Molybdenite (MoS). 

(Massive foliated. From South Australia. Curve a, fig. 6.) 

This mineral is very soft, like graphite. The specimens were folded 
and distorted so that it was not possible to grind a surface parallel to a 
cleavage plane. The surface took a high polish, but no luster as is found 
in the cleavage lamina. The reflection curve is fairly uniform beyond 4 fx, 
which would indicate that the lack of polish had no serious effect beyond 
this point. The reflecting power is low and uniform (18 to 20 per cent, 
as compared with stibnite, 35 per cent) throughout the spectrum to 14 /i, 
which is to be expected from its electrical conductivity. (For further 
references to electrical conductivity, etc., see Carnegie Publication No. 65, 
p. 93]^ also Kbnigsberger, Jahrb. Radioaktivitat & Elektronik, vol. 4, 
p. idfy'ipo;.) 
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Pyrrhotite [(Fe, Ni)S]. 

(Massive. From Sudbury, Ontario. Curve b, fig. 6.) 

The specimen examined did not appear so highly poli.shed a.s molyb^ 
denite. It is composed of a bright met^ and a darker backgrovuicl. I ht 
reflecting power is higher than that of MoS, and iticrcasc.s rapidl} with 
wave-length through the spectrum of 14 /t. 

Chaecocixe (CusS). 

(Curve c, fig. fi.) 


The reflecting power rises rapidly from 15 per cent at ijt to 45 per 
cent at 4/1, while beyond 7// the reflecting power has a fairly constant 



Fio. 6, — Molybdenite (a); Pyrrhotite (6)j Chnlcodte (e); CovelUte. 


value of 55 per cent. This substance is black, not unlike magnetite an«l 
the Siberian graphite previously described. The jiolish wa.s higher than 


in pyrrhotite. 


COVELLITE (CuS). 


(From Anaconda Mine, Butte, Montana. Curve d, fig. 6.) 


This mineral is of a steel-blue color, and ajipears a.s contpact a.s .steel. 
The reflecting power rises rapidly at 1 and 2 /t and then mure .slowly to 
14 //, where it amounts to 75 per cent. 

As a whole, the examination of the sulphides show.s that the .sulphur 
atom has merely reduced the reflecting power of the metal, but lm.s not 
brought about any bands of selective reflection in the region examined. 
In the case of sphalerite (ZnS) the sul])hur atom has intrcKluctsI into the 
metal a property which is to be found only in non-metals, viz, low re¬ 
flecting power and selective absorption in the infra-red. Of tlie elements 
which are on the border line between metals and non-metals, wlenium 
behaves like a metal in its high reflecting power (see fig. 7) and almutce 
of infra-red absorption bands, while iodine and sulj)hur (non-metal.s) have 
absorption bands in tliis region. 
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Selenium (Se). 

(Curve df fig. 7.) 

Selenium has practically the same reflecting power (18 to 20 per cent) 
as molybdenite. Pfund (Johns Hopkins Univ. Circular No. 4, 1907) 
has made a thorough investigation of the infra-red polarization of this 
substance. 

OXIDES. 

In the previous examination only quartz (SiOj) represented this im¬ 
portant group of minerals. 

Magnetite (FegO^). 

(From Port Henry, Essex County New York. Curve a, fig. 7.) 

The surface examined was a triangular crystal, face about 3 cm. on 
an edge. The specimen was very homogeneous, but did not take a high 
polish, sufflcient to observe the reflected image of an object at a small 
angle of incidence. The reflecting power rises uniformly throughout the 
spectrum, showing that the observations are affected by the lack of polish. 

Hematite (FejO*). 

(From Cumberland, England. Curve b, fig. 7.) 

The specimen examined was a very dense homogeneous concretion, 
polished parallel to the radius of growth. The surface had a high polish 
(better than that of magnetite), reflecting a strong image of a source at a 



small angle of incidence. The reflecting power, in the infra-red, is far 
below that of magnetite, although it is higher in the visible. The reflecting 
power is uniformly 12 per cent, from which it would appear that this is 
the normal value for hematite. 

Cheomite (FeO, CrjOa). 

(From Lancaster County, Pennsylvania. Curve c, fig. 7.) 

The surface of this dark specimen was mottled, parts of which took a 
high polish. The reflecting power is uniformly 4 per cent throughout the 
spectrum. 

It is of interest to note that the iron oxides show no bands of selective 
reflection in the region of the spectrum up to 15 zincite, ZnO, fig. 9, is 
another example. 


INFRA-RED REFLECTION SPECTRA. 
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SCKEELITE (CaWO^). 

(Massive. Froin Arinidale, New South Wales. Curve ctf fig. 8.) 

The reflection power of this mineral behaves in the usual manner, 
being low in the region of the spectrum up to ii /<, followed by a .strong 
complex band of selective reflection, the maximum of which t'xltnd.s from 
11.3 to 12.5 {ji, the possible single maxima being at IT.3, i r.H, and 12.4 it. 
The reflecting power is unusually low on the long wave length side of the 
reflection band. 

Zircon (ZrSiO^). 

(Near Eganville, Renfrew County, Ontario. Curve b, fig. H.) 

The specimen examined was a large rectangular cleavage* piect*, about 
3 by 3 cm., of brownish color, semitransparent in thin .sections. 

Although this is a double oxide of zircon and silicon, the rtdlertion curve 
is entirely different from the silicates previously sludicxl. The .strong band 
of selective reflection occurs farther toward the long wave lengtlis, the 
single maxima (not well resolved) being at lo.r, to.6, and 11 with a }ios’ 



sible band at 11.7 /c. As a whole the reflection curve i.s exactly the .same 
as that of willemitc, Zn^SiO^, previously studied. In the latter, the bands 
are well resolved and occur at lo.i, 10.6, ii.o, and n.6/e From this it 
would appear that in these two minerals the effect of SiO^ i.s different 
from that found in quartz and in the minerals commonly known as .sill 
cates, viz, silicates of Ca, Mg, Fc, etc. wSome of the latter, however, have 
the last band lying close to the first band in the jire.sent .silic-ale.s. 


WuLramra (rbMo 04 ), 

(Red Cloud Mine, Yuma County, Ariwna. Curve fig. g.) 

This is a chrome-red crystal. A natural cry.stal face, 1.5 by 2 cm., 
having a high polish, but not perfectly plane, was examined. In spite tff 
this the reflection curve is one of the most remarkable yet fourifl I'he 
band of mctajjic reflection is almost as strong as quartz. There art! two 
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maxima, at 11.75 and 13.1 ju, respectively. The reflecting power decreases 
uniformly from 12 per cent at 4 /i to 10 per cent at 8 ji, passes through, a 
minimum of 4 per cent at 10.8 pt, then suddenly rises to 78 per cent at 
11.75 /“• 

Rxttile (TiOa). 

(Graves Mountain, Lincoln County, Georgia. Curve b, fig. 9.) 

The surface of the specimen examined was a natural crystal face, area 
about 1.4 by 1.8 cm.,having"a high polish, but uneven and containing cracks. 

The reflection curve is the most unusual of all examined in that the 
band of selective reflection occurs almost at the working limit of a rock- 
salt prism. The maximum is broad and is fairly well defined at 13.6 fi. 



Zincite (ZnO). 

(From Franklin, New Jersey. Curve c, fig. 9.) 

The specimen examined was massive, having a red color and a dull 
polish. The surface was full of cracks, which would materially reduce 
the reflecting power. The reflecting power is low and uniform throughout 
the region of the spectrum examined. No bands of selective reflection 
were found. In this respect zincite is similar to iron oxide, but, on account 
of its low reflecting power, it is to be classed with the “ insulators,” and 
hence one would expect to find bands of selective reflection in the infra-red. 

Corundum (AUOs). 

(Craigmont, Renfrew County, Ontario. Curve b, fig. 10.) 

This specimen was an opaque crystal, of which a cleavage surface, 
about 2 by 3 cm. in area, was examined. The surface contained strise, 
but otherwise had a high polish. The reflecting power is unusually low, 
except in the region of selective reflection, when it is quite high. The 
region of selective reflection is wide with maxima at 11.o, 11.8, and 13.5 ju. 
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ALUMINUM SILICATES. 

There is no special reason for thus classifying the following miiKTals, 
except that most of them are quite unlike the commoncT .siliralt's pri'viously 
examined. ^ 

CyANITK (AlaOaSlOa). 

(Yancy County, North Carolina. Curve a, fig. lo.) 

The color of this flat crystal was light green. I'he flat crystal fata*, 
2.5 by 3.5 cm., was ground but did not have a high polish. 'I'he banti of 
selective reflection has three sharp ma.xima, at 0.3, (^78, and 10.28/t, 




respectively, and is not unlike that of willemite (ZusSiOd, except timt in 
the latter the whole band is shifted to longer wave lengtiis with tlu* inaxim.a 
at 10.1, 10.6, and ii /t. 

Hkryl [HeiiAla(Hi()a)d. 

(From North Carolina. Fig, II.} 

The surface examined was ground on a crystal face, 'riu* spiriuim 
was opaque and green in color. Tlu*. n'flt'clion curve fulluws tin* usual 

course with a band of selective reflection extending from H to 10.5 /i. 'rite 



Fio. 11. —Beryl, 

occur at i5.i5, 9.2, 9.9, and lo.i a. * 
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Topaz [(A1, F)2Si04]. 

(Villa Rica Mines, Geraes, Brazil. Curves a and 6, fig. 12.) 

The specimen from Brazil was a yellow rectangular prism with faces 
I by 2.5 cm. The natural face, which had a high polish, was examined. 
The reflection curve a, fig. ii, is low throughout the spectrum, except in 



the region of selective reflection, which extends from 10 to 11.5 /x with 
unresolved maxima at 10.05, 10.9, and 11.3 [i. 

The white topaz examined, curve h, fig. ii (in its highest part), is an 
almost exact reproduction of the quartz curve, with the exception that the 
latter is shifted to the longer wave-lengths. The white topaz, which was 
ground and had a fairly high polish, has sharp maxima at 9.9, 10.45, 

11 PL with a possible band at 12 p. The band at ii /z is in common with 
that of several other silicates. 


Sodium Silicate (NaaSiOa). 
(Curve h, fig. 13.) 


The curve of liquid glass is similar to that of the glasses previously 
examined. This is one of the simplest obtainable chemical compounds of 
the silicates, and is further evidence that the silicon oxide radical is not so 
constant in its behavior toward heat-waves as was found in the CO2 radical 
of the carbonates. ^ 

SpoDUMENE [LiAltSlOa)?]. 

(From Pennington County, South Dakota. Curve a, fig. 13.) 


This mineral is of the same composition as kuntzite, the transmission 
curve of which is given on a later page. The specimen examined was a 
polished cleavage piece from a large gray crystal. The maxima of the 
selective reflection bands occur at 9.18, 9.7, and 10.4 p, respectively. 
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In conclusion, it may be said that, from all of the silicates examines 1 , 
there is no regularity in the position of the maxima such as obtains in tlu* 
sulphates and the carbonates. It is true that in a few cases the maxima 
are in common, but, on the whole, the evidence indicates that there is no 
uniform group of atoms acting in common as is found in the sulphates 
and carbonates. In other words, the silicon radical is clifTerent in llu; 



different minerals. This seems to be tlie necessary inlerprt'tation to be 
given, for it has been impossible to work out a relation witli tlu' molecular 
weight of the molecule, such as exists in the carbonate.s and sulphates, ttj 
be discussed on a later page. 








CHAPTER III. 


MINUTE EXAMINATION OF THE REFLECTION BANDS OF QUARTZ 
AND OF THE CARBONATES. 

Having assembled a fluorite prism and bolometer for radiation work, 
it seemed worth while to spend some time on the examination of the reflec¬ 
tion bands at 6 to 7 in the carbonates, and at 8.5 to 9 [i in quartz. The 
fluorite prism had a circular aperture of 3.3 cm., angle 60°, and was per¬ 
fectly clear. It was moimted on the spectrometer used in the previous 
work and, for the regions of the spectrum examined, the dispersion was 
from 4 to 6 times that of rock salt. On account of the large dispersion 
and the small prism face, the deflections were only about one-tenth that 
previously used. The glower of the Nernst lamp was used in order to 
obtain a sufficiently strong source of radiation. The main objection in 
using a glower is its narrowness, which requires greater care in maintaining 
a constant adjustment. The bolometer strip was about 0.5 mm. or 4' of 
arc, while the temperature sensibility was i mm. = 5° X io“®C. A radi¬ 
ometer would have been more satisfactory, but the bolometer was con¬ 
veniently at hand. With this greater dispersion it was found that the 
reflection bands of some of the carbonates are quite complex, while in 
others there is but one band. 

Quartz. 1 

(Crystal cut perpendicular to optic axis. Curve h, perfectly clear specimen of 
quartz glass, fig. 14.) 

It has repeatedly been noticed that the various silicates have quite 
different reflection spectra, while in the carbonates and in the sulphates 
the spectra show great similarity. It was therefore assumed that the 
silicon oxide radical is differently united in the different siheates. AU the 
evidence obtainable, without exception, of substances in the solid or liquid 
(crystalline or amorphous) condition, shows that crystallographic form 
does not explain these anomalies; neither will the slight impurities present 
in many of the silicates explain them. 

Pfund ^ found identical reflection bands of sodium-potassium tartrate 
(C8H4K Na08-|-4H20) in the form of a polished crystal, and also in the 
molten condition. His reflection maxima of molten nitroso-dimethylani- 


1 The writer is indebted to Dr. Day and Mr. Sheppard, of the Geophysical Laboratory of 
the Carnegie Institution of Washington, for the sample of quartz glass. 

* Pfund, Astrophys. Jour., 24, p. 3r, 1906. 
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line [(CH3)2 NCoH 4NO] coincide with the absorption maxima found by 
the writer for a solid film of this compound. Furthermore, the writer 
found that reflection spectra of solids in solution may or may not be iden¬ 
tical with that of the solid, note¬ 
worthy examjdes being the 
sulphates of coi)i)er and of so¬ 
dium. The cause of the rellee- 
tion bands is therefore to be 
sought within the molecule. 

From the fact tliat the i)hys- 
ical and chemical properties of 
quartz-glass are dilTerent from 
the crystal, one would infer 
that there is a dilTerenct; in the 
molecular structure, d'his is 
well illustrated in fig. tq. The 
reflection si)ectrum of the amor» 
phous material is entirely dilTer- 
3 4 - 5 6 7 a 9 m ent from that of the crystal. It 

Fio. 14 - — Quartz: (a) Crystalline; (6) Amorphous. SCCmS tO ImVC HO COnnCCtion willl 

any of the silicates examined. The maxima of the reflection spectrum of 
crystalline quartz occur at 8.4 and 9.02 ft, while those of the amorphou.s 
quartz are found at 7.8, 8.4, and 8.8 n, respectively. The intensity of the 
maxima of bands of the amorphous quartz is not so great, neither does the 
reflecting power, in the region of the spectrum just preceding a reflection 
band, fall to so low a value as in crystalline quartz. 

In this connection it may be noticed that the various kinds of glass 
(sodium silicates) previously examined have similar reflection spi'clra. 


Calcite and Akaqonitk (CaCC)a). 

(Fig. 15. Curve a, calcile; curve b, aragoiiile.) 

From the fact that, although the carbonates examined belong to only 
two crystal systems,^ the reflection spectra are clifTerenl, one would Infer 
that the cause is not to be attributed to crystalline form. Previous exami¬ 
nations have shown that isomeric substances have different spectra. ()ne 
would therefore expect to find the spectra of calcile and aragonite to be 
different, as was previously found for orthoclasc and microcleneCK.'VlSigOg) 
at 8 to 10 ju. The fact that the substances are inorganic, and tliat the re¬ 
flection bands are far in the infra-red, is of interest but non-e.ssential. 

In fig. 15, curve a gives the reflection from the plane, highly iiolished 


iTo the rkombohedral system belong CaCOa (calc-ile), MgCOa, FeCOa, aiul ZtiC'Oa; Ui 
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cleavage face of Iceland spar. With the larger dispersion the band pre¬ 
viously found at 6.6 fx is now resolved into two bands with maxima at 


6.5 and 6.6 respectively. The 
region at 7 /i is evidently still 
more complex, but not resolved 
even with this greater dispersion. 
In curve b is given the reflection 
spectrum of a clear crystal of 
aragonite. The crystal face was 
small, only about 6 by 15 mm., 
and since the area of the com¬ 
parison mirror was not reduced 




Smithsonite (&iCOs). 

(Curve fig. 16.) 

This sample was previously examined (fig. 1), when two maxima were 
found. In the present examination the bands are more resolved, but the 
maxima occur at 6 , 6 $ and 7.05/1, respectively, as in the previous investigation. 
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Strontianixe (SrCOs). 

(Curve a, fig. 17.) 

The band at 6.68 ji is not resolved even with the large dispersion of 
fluorite. The band is symmetrical, as previously found in lig. 2. 

WlXHERITE (BaCOs). 

(Curve h, fig. 17.) 

The pair of bands is somewhat belter resolved, with maxima at 6.7 
and 6.97 //, respectively, the same as was found in the j>revious examination 
of this same specimen (see fig. 2). The reflecting [lower is sliglUly lower 



but that is to be attributed to the difference in the adjustmc'nt, /.c., the luet's 
of the comparison mirror and of the substance may not have been in tlu* 
same plane. As a result they would not reflect the same part of the irnagi* 
of the glower upon the spectrometer slit. This is of minor importance 
since we are not concerned with the ab.solule reflecting power. 

On a subsequent page it is shown that an emission band of Adulariu 
occurring at 2.9/1 is shifted to 3.2 (t in the absorption spectrum of the cry.s- 
talline material. Using polaiizcd energy, the relied ion bands of the cur- 
bonates depend upon the direction of vibration of the incident energy. 
The author therefore hopes to investigate water solutions to learn the lie- 
havior of these reflection bands, using polarised radiation. 









CHAPTER IV. 


REFLECTION SPECTRA IN THE EXTREME INFRA-RED. 

From the foregoing work on sSeloctivc rellection in which a single rc- 
llecling surface was used, it is apparent that by successive rellection of 
heat-waves from several surfaces there will remain only the residual rays 
lying in llie region of selective rellection. it was noticed that the retlecting 
power in the region of 4 to 8 is only about tliat of the band of selec¬ 
tive rellection. Hence, after rellecting from three surfaces the intensity 
would be only rellections only ^00000’ 

Rubens and Nichols’ were the first to apply this method in locating 
the maxima of the residual rays of a series of substances including quartz, 
mica, fluorite, rock-salt, sylvite, crown and flint glass, sulplmr, alum, and 
calcite. By using a grating of fine wire they were able to extend their 
observations to 61 /t, the longest heat-waves yet identilled. Of the above- 
mentioned substanee.s, only the first four were found to have bands of 
re.sidual rays in the extreme infra-red. 

A.schkina.ssdid .some further work on this subject, examining marble, 
cidcite, selenite, alum, sodium bromide, and potas.sium bromiile. He 
found a band of re.sidual rays at 29.4 n in marble, and .showed that similar 
bands exist in the bromides, the maxima of which lie beyond 60 /e 

From the results obtained with the silicates (sec Carnegie Publication 
No. 65, j>p, 80 to 90), especially glass, it become.s apparent that one can 
hardly expect to locate bands of residual rays in the extreme infra-ral, even 
at 18 to 20/<, unle.ss they are much more intense than those found in the 
region of 8 to 10 /(. For it is nece.ssary to liave several rellecting surfaces 
to eliminate the large amount of energy of short wave-lengths as compared 
with (he small amount to be measured, of the long wave-lengths. As is 
well known now, in the case of (piarlz, rock-salt, and sylvite, this is an 
easy matter on account of the high reflecting power of these bands. F'or 
example, for the band at 61 /<, which was examined after rellection from 
live surfaces of sylvite, it was found that the reflecting power of .sylvite is 
80 per cent. I'lic galvanometer deflections were only about 5 mm. in 
the maximum of the band. If the reflecting power were only one-half 
this amount {cj. the silicates), the galvanometer deflection after five 
reflections wouhl be one thirty-second of 5 mm., which could not be 

' Rubens and Nichols, Ann. der I’hys. (j), 60, p, 418, 1897. 

^Aschkinaw, Ana. der Phys, (4), 1, p. 4 a» 
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observed with accuracy. In the case of the silicates (as compared with 
quartz), where the height of the reflection band at 8 to lo/t is always 
considerably less than 50 per cent, after three reflections the galvanometer 
deflections would be only i or 2 mm. at 18 to 20/a It docs not follow, 
therefore, because no residual rays of a substance arc to be found in the 
region of 18 to 20 ix, as was the case in the present examination, that no 
bands exist, but that they are too weak to be measured. From the simi¬ 
larity of the spectra, throughout the infra-red, of great groups of chemically 
related compounds, and from the fact that quartz and mica have bands of 
residual rays in the region of 18 to 20 //, it is to be assumed that the sili¬ 
cates, in general, are selectively reflecting in this region. ''Fhe fact that 
no bands were found is to be attributed to the weakness of the reflection 
bands. 

As a whole, however, the reflecting power of some of these bands is 
very high. One has really no conception of the stale of affairs until he 
examines a substance like quartz. The phenomenon is so easily observed 
with quartz that it might well serve as a general laboratory experiment. 
In regard to the ease of observing in the infra-red, the writer’s experience 
has extended from the optical region into the most remote infra-ral, and 
it may be said that more dilTiculty was experienced in the region of la to 
15 IX, on account of the absorption of the rock-sdt prism, than in the 
region of greater wave-lengths. The actual intensity in the emission 
spectrum differs greatly throughout the spectrum. For example, Rubens 
and Asclikinass {loc. cit) compute that for a temperature of 2000® the 
maximum emission at 1.5 /i is 800,000 times as great as at 60 /c 

APPARATUS AND METHODS. 

In the present examination the usual methods of procedure were 
employed. The spectrometer was the one used in previous work. I’he 
spectrum was produced by means of a wire grating G, flg. 18. The grating 
was made by the well-known method of winding two copper wires of the 
same diameter on a brass frame. One wire was then unwound and the 
remaining one was fastened to the frame by means of an electrolytic clcfKj.Hit 
of copper. The strands were then cut from one side of tlu' frame. I'he 
wire was not of uniform thickness, so that the grating was far from perfect. 
Such a grating has the well-known properly of producing only the; odd 
order of spectra. On account of its imperfections it wa.s not possible to 
make accurate measurements on orders higher than the seventh, using a 
Bunsen sodium flame. Two gratings were employed, the one (No, a) 
having^ a constant of ir=o.2i2o mm., for the other mm,, 

determined with the sodium flame. The coarser grating was the more 
uniform in its individual windings, but in one region the wire.s were more 
closely but very regularly wound. The magnesite band at 29.4 /< was 
apparently double, at least very wide, just as though this grating spectrum 
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contained “ghosts.” For the main part of the investigation grating No. 2 
was used, which on account of the finer wires was not so regular in its 
winding. Using three reflections from quartz it was possible to observe 
the third order maximum of the band of wave-length, 9.05 /t; in all other 
cases, the third order spectrum was too weak for observation. A grating 
having wires of more uniform diameter and more uniformly wound, e.g., 
wound on a screw thread, would no doubt have been more efficient in 
producing a pure spectrum. 



The spectrometer arm carrying the Nernst “heater,” the slit and 
the mirror, was movable. The plane of the grating was made normal 
to the beam of light by placing a mirror on the wires and revolving the 
grating until an image of the slit, S-^, was projected back upon the slit. 
It was not convenient to have the collimating mirror and the grating revolve 
about the spectrometer axis, which is necessary to maintain the same grat¬ 
ing constant. Accordingly the grating was kept in a fixed position and 
the spectrometer arm, carrying the mirror and source, was revolved 
about it. 

The apparatus was calibrated by locating the maxima of the selective 
reflection bands of substances previously examined by Rubens and Nichols 
and by Aschkinass, viz, quartz at 8.7 and 20.75 mica at 18.4 and 21.25 /x, 
fluorite at 24.4 /x, and calcite at 29.4 /x. The calibration curves are shown 
in fig. 19, where curve a is for the grating having a constant ir= 0.3279 mm. 
(for Na), and curve b is for the grating (No. 2) having a constant ir=0.2120 
mm. (for Na). In this curve the abscissae are the maxima of reflection 
bands and the ordinates are the rotations of the spectrometer arm from 
the zero position. Blocks of wood with vertical metal plates, having 
openings 2 by 3 to 4 by 5 cm. were mounted securely upon a board, as 
shown at r^, r^, r^, r^. The minerals were secured to the back of the metal 
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plates by means of soft wax, the plane faces being, of course, placed over 
the openings in the plates. In case less than four reflecting surfaces were 
available, aluminum mirrors were placed in the remaining holders. A 
short focus mirror projected an image of the slit, S2, upon an improved 
iron-constantan thermopile of 20 junctions. The wire used in the ther¬ 
mopile was only 0.075 in diameter. This eliminated heat conduction 
and there was no drift of the zero. The galvanometer suspension weighed 
about 10 mg., which eliminated the effect of earth tremors. This, how¬ 
ever, necessitated lengthening the period to gain great sensitiveness. The 



thermopile was in a metal case, wrapped in felt, and the complete outfit 
was perfectly steady. It was, therefore, possible to increase the period of 
the galvanometer to 20 to 30 seconds (single swing) when its sensitiveness 
was i=5Xio~“ ampere on a scale at i m. The resistance of the ther¬ 
mopile was 8.9 ohms. The galvanometer resistance was 5 ohms, from 
which it was computed that a deflection of i mm.=7Xio~^ °C. for a scale 
at I m. 

From this it will be seen that the temperature sensitiveness of the 
instrument was as great as, and in some instances greater than, in previous 
investigations. Hence, it appears that in numerous cases the absence of 
reflection bands is to he attributed to some property in the material rather 
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Muscovite Mica [H2KAI (8104)3]. 

In fig. 20 are plotted the spectrometer arm rotations (abscissae) and the 
galvanometer deflections in the grating spectrum of mica. The sharp 
maximum at A is the central image, while is the selective reflection band 
(first-order spectrum) in the region of 9 /i. For this part of the curve 
three reflection surfaces were used, while to obtain the part C^, Cg four 
reflecting surfaces were employed. The latter bands are plotted to a 
larger scale in C\ and C'2. The maxima in the spectrum to the left (not 



plotted) were identical with the above. The wave-lengths of the maxima 
at Cl, Cj are 18.4 and 21.25 (Rubens and Nichols) and arc used in the 
calibration curve of grating No. 2, curve b, fig. 19. 

RESIDUAL RAYS FROM CARBONATES. 

Cai,cite (CaCOs). 

(Grating No. 2. K = 0.2120 mm. Fig. 21.) 

The plane cleavage faces of 3 large crystals were used in this exami¬ 
nation. The spectrometer slits were 4 mm. wide. In fig. 21 the central 

> It is a pleasure to note the general adoption of the expression “ residual rays ” for 
the meaningless “ reststrahlen.” formerly used. The English vocabulary seems sufficiently 
complete to enable writers to find equivalents to “ dtalon,” “ entladungsstrahlen,” etc. 
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image A is plotted to one-iiftli tlie scale of and B2, while the scale of 
C' C' and D'l, B'2 is hve times that of B^, B^- The shaq) maxima at 
B.^Bo are due to the complex reflection band at 6.7 /«, previously studied. 
In the present case the maximum occurs at i°49^ which corresiionds lo 
6.78/1. The wave-length of the maximum at 5° 45', Bu Ih 2().4yt as 
determined by Aschkinass {loc. cit.). lie located the. maximum at C^, 63 
at 11.4/^ in the rock-salt spectrum, but did not find it in the grating^ spec¬ 
trum. From his observations he predicted a weak band in the region of 
15 to 2o/£. The asymmetrical part of the relleclion curve at 1-4 indi¬ 
cates a possible band at 14 to 16 /4 beginning also in the transmission curve 



ofcalcite, previously studied (see Carnegie Puldic'ation No. t»5. i». 70), when* 
the substance becomes entirely opaejue at 14 /<. 

The band at 11.4 g deserves further study becaii.se of the possibility of 
its being dependent upon the direction of polariicalion of (he ineident 
energy.^ In the transmission curve of calcite previou.sly studied (si't* (kir- 
negie Publication No. 65, p. 70) it was found that the region of g to 14 ft 
is quite transparent. A small absorption band was found at 11.3 /<, which 
is so inconspicuous that it would appear impo.ssiblc for it to give rise to 
selective reflection. Of all the substances examined this is the first example 
(see, however, nitrosodimethyl aniline) where a small absorption band 
apparently coincides with, or gives rise to, a reflecting hand. In all other 

* While this paper is in press, Ny.swander (I’hya. Rev., 26, p, 539, 190S), using jKtIatixett 
light, found that the band at 11.3 /u is due to the coniplelc absorption (refln tion) t4 tlte 
extraordinary ray, the ordinary ray showing no trace of an ab.sorption bmul in tin’s region. 
At 14.1 /“ is a band due almost entirely lo the complete absorption of the orth’imry ray. 
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cases the transmission curves show complete opacity in the region of a 
selective reflection band even for the thinnest film yet examined, viz, glass 
(see Carnegie Publication No. 65, p. 65). That the band at 29.4 fi is hot 
influenced by the structure of the crystal is proven by the fact that Asch- 
kinass found this band in white marble. 

Magnesite (MgCOs). 

(Grating No. 2, fig. 22.) 

In this examination three reflecting surfaces of the massive material 
were used, one of which did not have a high polish. The maxima at 
‘Cl, Z>i correspond to wave-lengths 6.7, 11.3, and 30.7 (5° 52'), 

respectively. In fig. 22 the maxima C\, C'^ (=11.3 /^) and D'2 
(=30.7 fi) are drawn to ten times the scale of B^. The band at is 
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Fig. 32 . — Magnesite. 



plotted to the same scale as B^ but only two reflecting surfaces were used. 
The magnesite maxima are identical with those of calcite (except at a 
possible greater wave-length, at 30 /a) . This would seem to indicate that 
coincidence of the reflection spectra of chemically related groups of sub¬ 
stances is a property which obtains throughout the spectrum. This is to 
be expected, but it seemed of interest to add further experimental evidence 
to support this view, by extending the observations into the remote infra¬ 
red. The bands at 29.4 are too weak to illustrate the effect of molec¬ 
ular weight, noticed at 6.7 to 7.2 {jl in the carbonates. 

RESIDUAL RAYS FROM CRYOLITE (sNaF-AlFg). 

(Gratings No. i; slits 4 mm.; fig. 23.) 

Reasoning from the fact that cryolite is a fluoride of Na and Al, and 
from the behavior of fluorite (CaFj), it was hoped to findi this mineral^to 
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have properties similar to fluorite. That the expectations were not ful¬ 
filled is perhaps to be attributed to the fact that the specimen was^an 
hydrated alteration product, as will be noticed from its transmission 
spectrum (fig. 26), which shows that the mineral containccl water. 

In fig. 23 is given the reflection curve of cryolite, four large, welhpoli.shed 
surfaces being used. The centraUmage was quite strong. 1 he fir.sl-ortler 



diffraction band to the right and to the left is quite strong, lieing measur'd 
in centimeters instead of millimeters. This, of course, is partly due to 11 k‘ 
coarser grating. The mean angular position of tlu' maximum is 2 " 43 '. 
From the calibration curve the wave-length of tliis maximum is 15.1 /«, 
which is just half the value of the most intense band of fluorite'. 

RESIDUAL RAYS FROM OTHER MINRRAT.S. 

Diaspore [AlO(On)]. 

In examining the following minerals grating No. i was used in order 
to obtain an intense spectrum. The slits were 4 mm., which is a little 
smaller than those used by others. In Carnegie Publication No. 65 the 
reflection spectrum of an intense double band was found at 14 to 15 fu 
From its general trend it was hoped to find the reflection spectrum to con- 
tain further bands. Only two reflecting surfaces were available. With 
these, the maxima at 15 g in the rock-salt spectrum were verified, but no 
bands were detected beyond this point. 
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Stibnite (SbaSs). 

Stibnite was previously found to have a high reflecting power up to 
15 ft, where it seemed to decrease. In the present examination, using 
three reflecting surfaces, this high reflecting power was found to continue 
throughout the infra-red. A small maximum was found at 2 p., which no 
doubt belonged to the third-order diffraction band. Wlien using alumi¬ 
num mirrors a similar band was found at this point. 

Spodxjmene [LiAl(Si03)2]. 

Three large reflecting siurfaces were used. The galvanometer was 
perfectly steady, so that 0.2 mm. deflections could have been read, but no 
radiation was detected beyond that due to the reflection bands at 9 to 10 /x 
previously examined with the rock-salt prism. 

Celestite (SrSOd- Selenite (CaS04-l-2H20). 

Three large cleavage specimens of each of these were examined, using 
slits 4 mm. wide. In the case of celestite the central image gave a deflec¬ 
tion of 50-l-cm,, but nowhere could radiation be detected except in the 
region of 9 to 10 /x previously studied. Aschkinass (loc. cit.) has predicted 
a band in the region of 50 p for the sulphates. 

Apatite [Ca6F(P04)3]. 

Three large ground and polished surfaces were used in this examina¬ 
tion. No reflection bands were observed except at 9 p, where an exami¬ 
nation with a rock-salt prism showed a weak (20 per cent) double band. 
Apparently the phosphates have no strong reflection bands throughout the 
infra-red spectrum. This is just the opposite of what has been described 
in Chapter II on the oxides, where very intense bands were frequently 
observed. 

Cyanine (CasHasNal). 

(Grating No. 2; slits 4 mm.) 

This substance was melted between glass plates, which were then split 
apart, thus leaving plane smooth surfaces. Three such films on glass were 
examined. It was previously found (see Carnegie Publication No. 35, 
p. 82) that cyanine is very opaque at 6 to 8 p. The central image gave 
a deflection of 50-l-cm., and there was still a little reflected energy to be 
detected at 25 /x, indicating a high reflecting power, but no reflection bands 
could be detected throughout the spectrum. 

SILICATES. 

The reflection curve of mica has already been described in connection 
with the calibration of the instrument. This examination included also 
serpentine, albite, and microclirie. The grating spectrum showed the 
reflection bands at 9 p, but beyond this no appreciable- radiation could be 
detected. This, of course, was to be expected for serpentine, for which 
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the rock-salt prism showed only weak maxima at 8 to lo //. In a previous 
study of quartz with a rock-salt prism a narrow, quite intense band was 
located at 12.5 /«, which had not been recorded by Rubens and Nichols. 
In the present examination, using grating No. i, the maximum was found 
at 2° 21' (=12.8/1), while with grating No. 2 the maximum was located 
2° 20' (=12.5 /i). In table I are given the maxima of the reflection 
bands of the minerals studied. 

Table I. —Maxima of Reflection Banes. 










Smithsonite, ZnCOa. 

6.65 

7-05 






Cerussite, PbCOa. 


7*25 






StTonlianite, SrCOa. 

6.08 







Witherite, BaCOa. 

6.70 

6.98 






Malachite, CuO-COa-HaO. 

6.66 

7-3 

7.8? 





Azurite, 3 CuO- 2 COa’HaO. 

6.6s 

7-32 

7.8 





Dolomite, CaMg (€03)2. 

6.58 

6.9s 






Siderite, FeCOa. 

6.6 

7.1 










( 6.85 i 




Calcite, CaCOa. 

6.4? 

6-5 

6.6a 


II.4 

16.? 

29.4 





i 7 -° ) 




Aragonite, CaCOa. 

6-53 

6-75 

7.0? 





Magnesite, MgCOa. 

6.4a 

6.65 

6.9 

II.4 

30-2 




f 11.3 

11.3 






Scheclite, CaWO^.. 

i to 

n.8 







(la.s 

12.4 






Zircon, ZrSi 04 . 

lO.I 

10.6 

It.O 

II.6 




Wulfenite, PbMo04. 

3-2 

6.5 

n.75 

13.1 




Rutile, TiOa. 

13.6 







Cyanite, AlaOa'SiOa. 

9-3 

9.78 

lo.aS 





Corundum, AI2O3. 

II.0 

11.8 

13-5 





Topaz (Al-F)2Si04: 








Yellow. 

lo.os 

10.6 

10.9 

11.3 




White. 

9.9 

I 0 . 4 S 

II.0 

12.? 




Spodumene, LiAl(Si 03)2 . 

9.18 

9-7 

10.4 





Muscovite Mica, HaKAl3(Si04)3.. 

9.2 

9-7 

lo.a 

18.4 

31 .25 



Cryolite, 3NaF'AlF8. 

3-0 

4.7 

6.0 

15.1 




Beryl, Be3Al2(SiOa)fl. 

8.1S 

9.2 

9.9 

10.4 




Quartz: 








Glass. 

7.8 

8.4 

8.8 





Crystalline. 

^4 

9.0a 


































CHAPTER V. 

ON REGULAR AND DIFFUSE REFLECTION. 


From his previous work on the reflecting power of silicates the writer 
concluded that a surface like the earth or the moon, which is composed of 
silicates, must be selectively reflecting. From an examination of some of 
the subsequent discussions of the reflecting power of the moon, it would 
appear that a matte surface can not be selectively reflecting. In fact, the 
whole misunderstanding seems to hinge on this point. Since the surfaces 
of the minerals examined by the writer were, in nearly all cases, plane and 
highly polished, there was no “diffuse reflection,” which is an entirely 
different question from the one of low, “practically zero,” reflection, which 
the writer found to be a common property of certain minerals, for certain 
regions of the infra-red spectrum. 

Wlien energy is reflected from a plane smooth surface, it is commonly 
called “regular” (or, less accurately, “specular”) reflection. On the other 
hand, energy reflected from a rough surface suffers “diffuse” reflection. 
The rough surface is equivalent to numerous small, plane, reflecting sur¬ 
faces, the planes of which lie in all directions. In “diffuse reflection” for 
each infinitesimal surface, the ordinary laws of reflection are obeyed in 
fuU, unless the linear dimensions of the reflecting surface or of the ragosi- 
ties or inequalities on it are small compared with the wave-length. How¬ 
ever, the unpolished surface as a whole destroys all phase relation between 
the particles in the reflected wave-front, which is no longer plane, but 
irregular. (See Wood’s Optics, p. 36.) This irregularity decreases as the 
angle of incidence increases, so that for a given roughness we get regular 
reflection. The long waves will be reflected first, then the shorter ones. 
“Smoked glass, which at perpendicular incidence will show no image of 
a lamp at aU, will at nearly grazing incidence give an image of surprising 
distinctness, which is at first reddish, becoming white as the angle in¬ 
creases.” (Wood’s Optics, p. 37.) 

The amount of energy reflected “regularly” from a plane surface will 
depend upon the reflecting power of the substance. Now, the reflecting 
power R of any substance is related to its index of refraction n and its 
absorption coefficient k by the equation 

For “transparent media,” i.e., “electrical non-conductors” (see 
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Drude’s, also Schuster’s Optics), the absorption cocnicient is so low that 
it is negligible, and the reflecting power is a function of only the refractive 
index. Here the reflecting power is low, only 4 to 6 per cent, and de¬ 
creases with increase in wave-length. All transparent media Uiiis far 
examined (except silver chloride) have bancls of^ selective reflection. In 
these bands the absorption cocfTicient k attains high values. 

If k becomes sufflciently large (see Schuster’s Optics, Pockel s C rys- 
tallographie, 1906), of the order unity, the absoriition afTccls the rellecling 
power, and the heat and light waves no longer enter the substance, but are 
almost totally reflected, as in metals, whence tlie name, “bands of metallic 
reflection.” For metds, “electrical conductors,” the absoriition cocfTicient 



is so large that nearly all the energy for all (gold and silver are exceplian.s) 
wave-lengtlis is reflected. In other words, the reflecting power of plane 
surfaces (“regular reflection”) of “trans[3arent media” (electrical non¬ 
conductors) will be low in all regions of tlie spectrum, except where there 
arc bands of “metallic reflection.” It is evident that the diffu.se reflection 
from rough surfaces of transparent media must also be selectively refltTting. 
For electrical conductors the reflecting power is high throughout the infra¬ 
red spectrum. The great dissimilarity in the reflecting power of these two 
classes of substances is well illustrated in flg. 24, which contains the graphs 
of the reflecting power of gold, silver, quartz, and carborundum. 
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the bolometerj is especially large (perhaps two or three times the usual 
proportion) in the narrow crescent moon where the rays suffer a grazing 
reflection at a large angle of incidence, the emission under the correspond¬ 
ing angle of emission being small.” This is particularly noticeable in the 
early forenoon. Very’s^ recent discussion gives the impression that, in the 
moon, “specular reflection” is something to be sought for at the angle of 
reflection with the sun, at which the image of the sun in rays of 8.5 to 10 ^ 
may be isolated by using a screen with a pinhole aperture. Here “spec¬ 
ular reflection” appears to be used in the sense of “regular reflection.” 
The writer is not discussing this limiting case, but it appears self-evident 
that a matte surface like a plane surface can be selectively reflecting, and 
hence that a surface of quartz, for example, which, if smooth, reflects hke 
a metal for wave-lengths 8.5 and 9.03 ^ and like a transparent medium 
for all other wave-lengths, must stfll reflect selectively when it is rough.^ 
Hence, in the stream of energy reflected in any direction the density will 
be greatest for wave-lengths 8.5 to 9.03 ji. Of course these bands of 
“metallic reflection” will now be less intense. Since the energy density 
in every direction must be greatest for wave-lengths 8.5 to 10 p., one would 
expect to detect this difference in any direction, and not simply at the 
angle of regular reflection. 

If, then, the eye were sensitive to the infra-red quartz would have a 
“surface color” corresponding to wave-lengths 8.5 and 9.03 /£. In speak¬ 
ing of surface color, however, a sharp distinction must be made, for the 
reflecting power of these bands is as great as that of metals, although the 
substance is a non-conductor; whence one would expect the reflecting 
power to be low. In the case of transparent non-conductors the surface 
color is due less to reflection than to absorption, for it is due to absorption 
that the reflected light is deprived of some of its constituents and becomes 
colored. However, on the long wave-length side of the absorption band 
the reflecting power is high, which contributes to the color. For example, 
the aniline dyes, such as fuchsine, have a low reflecting power (as compared 
with metals) and yet they possess surface color. Pigments belong to the 
class of substances having “body color.” On the other hand, metals, 
such as gold and copper, also have a surface color, due to selective absorp¬ 
tion. They are electrical conductors, however, and theoretically would 
totally reflect all radiations for all wave-lengths. This has been established 


1 Very: Astrophys. Jour., 24, p. 351, 1906. Here the writer is quoted as having found 
“ that common minerals reflecting diffusively” from 4 to 8 /i have bands of metallic reflection 
from 8 to 10 /i. 

This quotation is erroneous. The writer found that the reflection was “regular” for all 
wave-lengths, but that from 4 to 8 m the reflecting power is low, as in cases of transparent 
media having low refractive indices, while from 8 to 10 the reflecting power is high, like 
metals, hence called “metallic reflection.” 

® See footnote, p. 146, for experimental evidence supporting these statements. 
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for long w3.v6-l6ngtlis.^ Tlio reflection curves of sucli mctDls £is gold cind 
silver, however, nre entirely different from those of the clectricnl non¬ 
conductors (see fig. 24). In the former the extinction coeflicient is always 
high, while in the latter the extinction coefficient fluctuates through a great 
range. In quartz the ions have a proper peiiod of undamj)cd elcctric«d 
vibration which almost totally reflects the wave trains in the region of 
8.5 and 9.03 IX, while for the shorter wave-lengths the vibration periods 
are more damped, the reflection is enormously decreased, and more of the 
energy is absorbed. In the case of a reflecting surface composed of elec¬ 
trically non-conducting material, of the total energy Idling on the surface, 
the reflected energy in and near the visible spectrum will consist of that 
reflected from the surface and that part which enters the juirticles and is 
returned, due to internal reflection. In the region of 8 to 10/t (for .sili¬ 
cates) almost dl the observed energy will be reflected from the surface, 
and hence none will be reemitted due to internal renection. As a whole, 
then, what the writer found is that the silicates reflect like “transparent 
media” for dl wave-lengths up to 8 /( and like metals from 8,5 to to/(. 
In other words, it may be said that in (jiuirtz (SiOg) the .silicon iorus retain 
the proper period of undamped electrical vibration which they would have 
in the metd, silicon, for wave-lengths 8.5 and 9.03 /<, while, for all other 
wave-lengths, the vibration periods arc more damped and the reflecting 
power is decreased. 

1 Hagen and Rubens: Ann. der Physik, 8, p. 1, 190a. 
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CHAPTER I. 


INTRODUCTION. 

With the accumulation of data the evidence becomes more and more 
convincing that there are no strong bands of selective absorption (except 
in the colored glasses given on a later page) in the region of short wave¬ 
lengths, near the visible spectrum, such as are to be found beyond 6 fi. 
Material suitable for investigation is obtained with difficulty. The present 
contributions to the subject of transmission spectra is rather meager in 
volume, but several of the substances show peculiarities worth recording. 

The apparatus and methods of examining the following material, con¬ 
sisting of a rock-salt prism and mirror spectrometer, were described in 
Carnegie Publication No. 65. Instead of the radiometer, an improved 
Rubens ^ thermopile was used to measure the energy in the transmission 
spectra. 

GROUP I: TRANSMISSION SPECTRA OF VARIOUS SOLIDS. 

Molybdenite (MoS). 

(From. Yorkes Peninsula, South Australia. Foliated, distorted; thickness, {=0.05 and 0.31 

mm.; fig. 25.) 

In the preceding work it was noticed that the sulphides are, in general, 
quite transparent. Sphalerite (ZnS) was found to have wide absorption 
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Fig. 25. — Molybdenite. 

bands at 3 and 15 /i. On the other hand, stibnite (SbjSg) is opaque to the 
visible and has a second absorption band beyond 15 /i. In the interven- 


Sec Appendix II. 
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ing part of the spectrum the absorption coefficient is very small, and the loss 
of energy is due to the high reflecting power, which is about 40 per cent. 

Molybdenite differs from stibnite in that it is very opaque throughout 
the spectrum, examined to 15 /i. The two specimens examined were thin 
folia, only 0.05 and 0.31 mm. in thickness (curves a and b, fig. 25), From 
the greatly decreased transmission of the thicker piece, it will be noticed 
that the loss of energy is due to absorption rather than reflection, 'riic 
absorption coefficient has not been computed, but an insjjcction of the 
curves shows that it must be large. By increasing the thickness six times 
the transmission is decreased 18 per cent, while in stibnite, by increasing 
the thickness five times, the transmission is reduced only about 5 per cent, 
in the region of general absorption. 



Kuntzite [LiAl(Si 03 )a]. 

(From Pala, California. Cleavage piece, parallel to m; transparent; mm. 

Curve a, fig. 26.) 

This mineral, which is violet spodumene, is obtainable in large speci¬ 
mens, hence it was of interest to determine its transparency to inf»a-red 
radiation. It is lacking in the small band of SiOg at 2.95 /i and is more 
opaque than quartz in the region of i /^, so that it would not be more 
serviceable than the latter in optical work. 








Carborundum <SiC). 

(Artificial product; ^=1.27 mm. Curve c, fig. 26.) 

The specimen examined was a flat crystal which transmitted blue light, 
and reflected yellowish-green light. It has remarkable optical properties,^ 
especially a high value for the refractive index. It is opaque in the ultra¬ 
violet (Jewell) and beyond 2 in the infra-red. In this respect the trans¬ 
mission curve c, fig. 26, is very remarkable as compared with all the other 
substances examined, of which only one, viz, mellite, is as opaque to infra¬ 
red rays. The reflection curve was examined previously; it also shows 
remarkable properties. 

Cryolite (3NaF • AIF3). 

(From Ivigtut, Greenland. Massive, semitranslucent; ^ = 2.3 mm. Curve h, fig. 26.) 

From the composition of the material it was hoped to find this to be 
more transparent to heat rays than usually has been the case with minerals. 
Possibly a pure crystal of cryolite would be different. From the absorp¬ 
tion bands (curve h, fig. 26) it will be noticed that this specimen contained 
water of crystallization. 

Thomsenolite (NaLiAlFe + H.^0), previously examined, is an alteration 
product of cryolite, and from the similarity of the transmission curves it 
would appear that this sample of cryolite had already undergone some 
alteration into the hydrated mineral. 

Nitrocellulose (Transparent “Celluloid”), 

(Curve d, fig. 26; ^=0.138 mm.) 

Transparent celluloid is a mixture of nitrocellulose [Ci2Hi6(N02)40io] 
and camphor (CioHjeO). The transmission curve which was obtained 
with a fluorite prism and bolometer is conspicuous for two regions of 
great absorption, with maxima at 3 /i, 3.43 /i, and 6 /i. 

Camphor is a very complex carbohydrate. Its alcoholic properties, 
OH groups, should cause an absorption band at 3 (2.95/1 in Carnegie 

Publication No. 35, p. 58, for rock-salt prism). Its ketone properties, 
CO groups (perhaps aldehyde properties, CHO groups), should cause a 
strong band at 6 /t. Excellent examples of OH groups are (see Carnegie 
Publication No. 35, p. 108) carvacrol and thymol, of CHO groups are 
benzaldehyde, cuminol, eucalyptol, colophonium, and Venice turpentine, 
and of both these groups is terpineol. The band at 3.43 /i is characteristic 
of the CHg-groups. 

Excepting in intensity, the transmission curve is similar to that of col- 
lodium (Carnegie Publication No. 65, p. 60), which is also a complex 
compound of cellulose. It seems rather remarkable that the characteris¬ 
tic vibration period of these groups of atoms is not affected by the conj- 
plexity of the compound. 


* Jewell; Physical Review, 24, p. 239, 1907. 




SiPERiTE (I'eLOa). 

(From Allevard, France. Cleavage piece; /-1.2 mm.; grayish color; translucent 
to transparent. Fig. 27.) 

This specimen was examined in connection with the carbonalCvS pre¬ 
viously studied. The complex band, with maxima at 3*41 3"9) ^itd 4-dy^, 
is in common with the other carbonates. In a very thin .section of calcite 



(CaCOg) this region was resolved into sharp bands, having maxima at 
3.44, 3.93, and 4.6 ju. This sample furnishes additional proof that the 
large groups of chemically homologous compounds have similar a!).sorption 
spectra. 

WULMNITE (PbMo04). 

(From Red Cloud Mine, Yuma County, Arizona. I)cq>-yellow color; nim. 

Curve a, fig. 28.) 

This mineral is of interest in connection with a study of the oxide.s, 
e.g., TiOj, SiOj, etc. The transmission curve a, fig. 24, sliow.s wide 
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absorption bands at 3.15 and 6.5 /i, and comidele opacity beyoml () 
where there is a band of metallic reflection. 
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Phosphorus (P). 

(Solid film melted between plates of fluorite. i=o.8 mm. (?). Curve h, fig. 28.) 

Phosphorus was examined in order to answer an inquiry whether it 
could be used for prisms contained in vessels with quartz or fluorite 
windows. The yellow stick phosphorus was used. It was melted under 
water (at 44° C.), poured on a glass plate, and pressed into a thin sheet 
by means of a second plate of glass. This thin sheet was then placed 
between two plates of fluorite and the edges covered with soft wax. As 
will be noticed in curve b, fig. 28, the transmission curve shows bands due 
to water which adhered to the phosphorus. The latter melted during the 
latter part of the examination. The transmission curve includes the 
fluorite plates, which were not clear, and hence increase the observed 
absorption. 

(i=3 mm. Curve b, fig. 29.) 

The sample examined was used as a window on the spark-tube in the 
emission spectra of metals in hydrogen. Part VII. The curve shows that 
emission lines, if of appreciable intensity, would be transmitted out to 4 //. 



Glass. 

(Thickness=0.75 mm. Curve a, fig. 29.) 

This sample was examined in connection with prospective work on 
radiation from incandescent lamps. The transmission is uniform (80 per 
cent) out to 2 to 2.4 ju. From this it will be seen that the maximum of 
the energy spectrum of the filament will not be affected by the glass bulb. 
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Fluokite (CaF). 

(Curve c, / = a.28 mm.; curve d, / = io mm.; curve e, /»i.84 mm.; curve/, /-3.8s mm. 
light-green color; fig. 29.) 

On account of the increased scarcity of this material, it is of interest 
to determine the effect of inclusions upon the transmission. In fig. 29, 
curve c was a perfectly clear specimen; while curve e contained numerous 
small inclusions, or, perhaps more exactly, small cleavage planes. I'he 
latter when held at a distance of 30 to 50 cm. from the eye appeared ciuile 
blurred. Nevertheless, throughout the infra-red the loss of energy is only 
about 2 per cent greater than that of clear fluorite. This is to be expected; 
for each cleavage plane reflects some of the light, and the magnitude of 
this reflection, since it depends upon the refractive index, decreases with 
increase in wave-length. Curve / shows the transmission of a siiecimen 
of light yellowish-green fluorite (see Carnegie Publication, No. 65, p. 69, 
for another example) which has an absorption band at 1.4 /«, hence not 
suitable for a prism. This specimen was free from inclusions. 

Carbon (C). 

(Curves a, b, c, lampblack; curve d, cliamontl; fig. 30.) 

The commonest and most conspicuous example of the effect of structure 
upon absorption is to be found in carbon in the form of lampblack and 



of diamond. Since the observations on these two substances arc publi.shed 
in separate and rather isolated places they are incorporated lierc for com* 
pleteEess of aiustration of the effect of structure. The transmi.ssion curves 
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a, b, c, thickness 0.038, 0.023, 0.009 mm., respectively, of lampblack 

are due to Angstrom.^ The transmission curve of diamond is due to 
Julius.^ The lampblack is opaque to the visible and shows an increase 
in transmission with wave-length. The diamond crystal is transparent to 
the visible and has well-defined absorption bands at 3, 4, and 5 ft and 
complete opacity beyond S ft. A band of metallic reflection is predicted 
at 12 ft, which happens to coincide with the band of carborundum. 

It seems rather remarkable that diamond should have one of its prin¬ 
cipal absorption bands in the region where carbohydrates have a wide 
band of great transparency. 

GROUP II; TRANSMISSION SPECTRA OF VARIOUS SOLUTIONS. 

Tlic data presented here were obtained several years ago (but not pub¬ 
lished) in connection with an investigation of methods of measuring radi¬ 
ant efficiencies.® One of the methods of measuring the efficiency of an 
illuminant, i. e., the ratio of the light omitted to the total radiation, is to 
absorb the infra-red by means of a water cell. The idea persists even to 
this day that a water solution of potassium alum absorbs more heat than 
docs clear water, although Donath and others demonstrated, long ago, that 
this is not the case; the data herewith presented is further proof of this 
fallacy. During the present year (Phys. Zeitschrift, 1907) measurements 
of radiant cfTiciencics have been made using a water solution of ammo¬ 
nium-iron alum, and it was claimed that the solution was more opaque 
than pure water. A transmission curve of this substance will be shown 
presently which indicates a greater oj^acity than water. The iron alum 
oxidizes readily and it is dilficiilt to keep the solution clear. 

The problem was recently presented to the writer by the Astrophysical 
Observatory to suggest a substance (see asphaltum) that al)sorbs all the visi¬ 
ble or all the infra-red energy, the dividing line being 0.76 ft. Such a sub¬ 
stance would of course be an ideal energy filter; but no such substance is 
known. Indeed, from all the substances examined, it appears that none 
(at least none of the common one.s) have large ab.sorption bands near the 
visible. Beryl * is recorded as having a large band at 0.89 ft, when ex¬ 
amined in polarized light. Cyanine would be a fairly good material for 
absorbing the visible, but it is very opatiuc in the region of 6 to 8 ft. Io¬ 
dine would be much better material for absorbing the visible, and trans¬ 
mitting the infra-red. Its ab.sorption band, at about 7.3 ft, is very weak. 
The alisorption band of iodine in the visible spectrum corresponds closely 
with the sensibility curve of the eye. Since we arc concerned only with the 
light that affects the eye, the fairest rating of efficiencies would be to com- 

* Angstram: Wietl. Annalen, 36, p. 717, 1889. 

* Julius: KSnigkI. Akacl. Wiw. Amflterdam, Deel I, No. i, 1892. 

* Nichols & CoblenU: Phys. Rev., 17, p. 267, 1903. 

* Ktoigsberger: Ann. der Phys. (j), 61, p. 687, 1897. 
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pare the energy that affects the normal eye to the total energy. This would 
lower the present efficiencies of sources that are rich in the red, which 
color affects the eye but little. 

The use of iodine in solution is prohibited by the selective absorption 
of heat rays by all known solvents. On the other hand, solid iodine 
evaporates readily, so that it would be impossible to keep a solid film of 
uniform thickness for any great length of time. 

Asphaltum. 

(Curve c, i=o.x mm,; 0=0.0005 mm.; 6=0.03 mm.; c?=o.oo5 mm.; fig. 31. For the complete 
curve, to 14 fi, see Carnegie Publication No. 35, p. 75, and fig. 44, p. ryH.) 

The next best substance to iodine for absorbing the visible and trans¬ 
mitting the infra-red is asphaltum, which is a solid hydrocarbon, previously 
examined. This substance can be formed into films of any desired thick¬ 
ness. In fig. 31 curves a and b are due to Nichols.* From the curves it 



wiU be seen that a thickness can be selected which fuinils the conditions 
of complete transparency beyond 0.7 /t better than any otlier common 
substance. Even the thick film (curve c, i^o.i mm.), which transmitted 
a trace of red, shows great transparency, after passing lieyond the effect 
of the absorption band in the visible. A film absorbing up to 0.65 or 0.7 /i 
would be practically transparent in the infra-red (see Carnegie'Publica^ 
tion No. 35, p. 17), where, for a very thin film of water, tlie small ab.sorplion 
band at 4.75 /i, similar in intensity to those of a.s])haltum, lias entirely 
disappeared. By using a clear rock-salt plate, covered on both sides to 
prevent the action of moisture, a fair standard could be produced. 'I'he 
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asphaltum may be applied to the rock-salt as a thin varnish, the volatile 
parts of which evaporate in a short time. 

Asphaltum varnish, applied in an extremely thin coating, forms an excel¬ 
lent protecting surface for radiometer or radiomicrometer windows made 
of rock-salt. It might also be used advantageously as a covering for 
rock-salt prisms to protect them from moisture. The pair of films of 
asphaltum to be used for such purposes can be made extremely thin, and 
are almost transparent, as shown in fig. 31, curve which was of a light 
amber color showing but little absorption in the visible spectrum. The 
film was prepared from commercial asifiialtum varnish, which is a very 
thick solution, by diluting it with gasoline. This precipitates the very 
insoluble constituents, which apparently are simply held in susi)ension, 
and by exiK'rimenting on the amount of ga.soline to be added, a film or 
pair of films of any desired thickness may be produced by a single dipping 
of tlie ])late or prism. Of course, a thicker film may be formed by using 
a thicker solution, or by applying several coats of the thin solution. By 
filtering the dilute solution through cotton wool or through filler paper 
the black insoluble asphaltum particles arc removed. The dried film is 
then homogeneous and perfectly free from even traces of black particles. 
The gasoline must be tpiitc free from moisture, otherwise there is likely to 
be a sliglit action on the rock-salt surfaces, and the dried film will not be 
.so homogeneous as (hat obtainable on a glass plate. It may be pos.sible 
to apply a homogeneous film of parafiln or of ozokerite, wliich is white, 
and which, on account of its low refractive index, will nfilect le.ss than a 
rock-salt .surface; but neither of these substances are as satisfactory as 
a.sphaltiim purified, as indicated above. Such surface coverings for hydro- 
.scoi)ic substances an*, of course, u.seful only where the radiometer and 
prism are used in making relative comparisons, i. c,, it is not adapted to 
making spectral energy measurements of .sources of radiation, where the 
ab.sorplion of the apparatus and the almo.sphere must be eliminated.* 
Curve d is for two films on a plate of gla.ss, 0.175 mm. thick. 'I'he values 
are obtained by dividing the ob.served transmi.s.sion, when the gla.ss was 
coaled with a.sphaltiim, liy the ob.served transmi.s.sion through the clear 
gla.ss. The fact tliat the tran.smi.ssion is greater than 100 per cent is due 
to the higher rellecting power of gla.ss, for which no correction was made. 

• Hiiuc writing Ihisi, Dr, A. Trowbritlgc, at the WaHhinglou Meeting of the Ameriean 
Physifal StK-lely, April, igoH, cle.Hcribed the transnu^Minn of extremely thin films of colhKlium 
(Carnegie Puhlit alion Nu. 05, p. 60, fig. and their applk atum to rm k-.nalt w a proteeting 
surfat e. For the region of the 8[rei irum up to there arc no prominent afismriitiun bands, 
and the small ones at 3 [>. have almost entirely disappeared in the thinnest films, which are 
of the order of a light-wave in Ihii kne.ss. C'olliKlium is ssiid to l>e slightly hydroscopic, but 
whether it is suilUienlly so to Ivccome separated from the nn'k-salt is unknown. At this 
meeting it was learned that at the Astrophysical Obwirvaiory it is proimsed to use asphaltum 
varnkh to protect the large rcnk-salt prism which is about 18 cm. high. 
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Alum Solution. 

(Saturated solutions at o“ C.; cell i cm. thick; fig. 32.) 

In fig. 32 are given the transmission spectra of water (o-o-o-o) and 

of solutions of the alums of potassium (x-x-x), ammonium (..), and 

of ammonium-iron. The curves arc due to E. F. Nichols^ and are in¬ 
cluded here because of their bearing upon the present data. The trans¬ 
mission curves of the solutions of potassium and of ammonium alum are 
identical with that of water. The ammonium-iron alum [(NIIJaFe2(S()j7] 



shows greater opacity, which from the trend of the curve appears to extend 
into the visible spectrum, due perhaps to a trace of iron oxide which i.s 
avoided with difficulty. The transmission curve of a clear plate of alum 
4 mm. in thickness is shown in curve a, fig. 33. 

Borax and Potassium Permanganate. 

(Cell I cm. thick; glass walls; fig. 33.) 

fig- 33 given the transmission curves h of borax (Na2Br/)7) and 
curve d of potassium permanganate (KMnO,). Tlie latter solution wu.s 
not saturated. The results show that there is no increased ab.sorplion of 
the solution over that of pure water, except in permanganate, whieli, of 
course, is almost opaque to the visible. 

Lanthanum Nitrate (LaNOo); Didvmium Nitrate [Pr,Ntl(Nt)a)d; 

Sulphuric Acid (HaSO^); Liquid Glass (NajSiOa). 

(Cell I cm. Concentration of nitrates unknown. Pig. 3.).) 

In fig. 34 are given the transmission curves, a of sulpliuric acid, b of 
lanthanum nitrate (solution), c of didymium nitrate (solution), and d of 
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liquid glass. The sulphuric acid is more transparent than water, while 
the didymium nitrate has a sharp absorption band at 0.76 p.. The latter 



Fio. 33. — I’ottiMium nlum (a): Horax xolulion (6); Fio. 34. — Sulphuric acid (o); I.nnthanum nitrate (d); 

Water («); Potiissium iwrmanganatc Holution. Didymium nitrate (c); IJquid glosa. 


have absorj)tion bands in the visible, so that they would not be useful for 
cfTicicncy work. The same is true of liquid glass. 

CiiLOKiDES OF THE YTTRIUM Guoup (Sf, Yt, La,Yb); Neodymium Nitrate [Ntl(NOa)8]. 

(Cell I cm. ConcenlriUioti unknown. Fig. 35.) 

I'hcse solutions, like the preceding ones, were obtained from the Chem¬ 
ical I^aboralory of Cornell University, and the concentration was unknown. 
They were examined to learn whether the sharj) absorption bands in the 
visible are al.so to be found in the infra-red. It will be noticed that the 
didymium nitrate (curve b, fig. 35) has two bands at 0.78 and o.q8 /<, 
while the yttrium group of chlorides have a band in common with didym¬ 
ium at 0.98 p. 

GROUP III: TRANSMISSION SPECTRA OP COLLOIDAL METALS, 

The metals and non-metals jire.sent two distinct types of absorption, of 
reflection and of emission spectra. I'hc metals (electrical conductors), even 
in very thin films, are extremely oiiaque to all radiations throughout the 
spectrum, except gold, silver, and copper, which have narrow transparent 
bands at 0.32, 0.5, and 0.6 /i, respectively.* The opacity is really due to 

> Hagen & Rubens: Ann. der Phya., 8, p, 433, 190a; Javal; Ann. de Chim. et Phys. (8), 
4 , p. 137. 1895. 
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their high reflecting power, which is uniform throughout the infra-red. 
Their emission (arc and spark) spectra consist of numerous fine lines, 
which occur throughout the visible and ultra-violet part of the spectrum. 

No strong lines have yet been found in 
the infra-red, except in the alkali iiK'tals. 
On the other hand, the non-metals (insu¬ 
lators) have absor[)tion Ijands throughout 
the spectrum. Their reflecting ])ovver is 
low, and in some compounds is highly 
selective in the infra-red. 'They have, 
emission lines which extend far inlo the 
infra-red. The elements on the border 
line between metals and non-metals are 
of peculiar interest, and tlic relk'cling 
power of their compounds deserves further 
study. A notable example is silicon, 
which from the known properties of non- 
metals would be expected to have a uni- 
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infra-red; in the form of n compound, 
SiOa, the reflecting power at 8.5 and p /t 
attains a value as high as that of metals. The elements iodine, .selenium, 
and sulphur have a uniformly low reflecting power. It would bt‘ inter¬ 
esting to learn whether only the compounds of non-metals havt; bunds 
of selective reflection in the infra-red; all of our present data indicate 
that only in a compound (c/. SiOj) do the ions of non-metals attain a 
freedom such as obtains in metals. 


Sir.vjSH. 

(Colloidal GIm, on glass. Curve ?i, fig. ^fi.) 

The film examined was madc^ by Prof. R. W. Wood, and was of a 
deep ruby-red color. In fig. 36, curve b, is given the transmission curVb 
of a thin uniform film of colloidal silver, deposited on glass. The trans¬ 
mission begins in the red, and increases uniformly throughout the infra-red 
to 4fi, beyond which it was not possible to extend the ob.servation.s on 
account of the opacity of the glass. This is exactly tlie reverse efleet 
observed with a metallic film (see fig. 24), where the Iran.sparency lies in 
the violet and the opacity extends throughout the infra-red. The him of 
colloidal silver behaves like a turbid medium, which lias the property of 
increasing in transparency with wave-length. Tliis is in agreement with 
Garnett,=* who concludes from the optical properties of Cary f.ea’s .so called 
solutions of allotropic silver that they consist of small spheres of .silver, i.e., 

1 Cary Lea’s Allotropic Silver, Amcr. Jour. Sci,, vol. 37, p. 74(1, i88q. 

»Garnett; Proc. Roy. Soc. (A), 76, p. 370, 1905-06; Phil. Trans., A, pp. 385 41904. 
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normal silver in a finely divided state, little if any being in true solution 
(molccularly subdivided). He further concludes that the color of ruby 
gold glass is due primarily to the presence of small spheres of gold; the 
irregular blue and purple colors, sometimes exhibited by gold glass, are 
then explained by tlie presence of crystallites (caused by the coagulation 
of gold spheres) which refiect but do not transmit red light. 



In view of the fact that colloichil metals ai>pear to behave exactly the 
reverse of films of a metal in the normal stale, the subject deserves further 
consideration. 

Goi.n AND NrcKKi.. 

In fig. 36, curve a gives the transmission (Hagen and Rubens, lac. cil.) 
of a metallic film of gold, which has the well-known transmission band in 
the yellowish'green part of the spectrum. Curves c and d give the trans¬ 
mission of suspensions, in water, of colloidal gold and nickel, respectively, 
studied pholomelricidly by Khrenhaft.* The gold transmitted red, while 
nickel (also Pt and Co) have a brown color by transmitted light. As in 
the present work, the behavior of the colloidal material is exactly the 
reverse of the normal metal film, thus jdacing it under the class known as 
non-metals or “ insulators.” 


‘ Khmihaft: Ann. der Phys., ii, p. 489, 1903. 






54 


INFRA-RED TRANSMISSION SPECTRA. 


GROUP IV: TRANSMISSION SPECTRA OF COLORED GLASSES. 

Cobalt Glass. 

(Fig. 37. Thickness, 2.43 mm.) 

Colored glasses have been but little studied. Nichols examined cobalt 
glass, and found an absorption band at 1.4/^' "Ibis is one of the few 
substances having a prominent band near the visible spectrum. Cxarnett 
Qoc. cit.) concludes that the deep blue color of cobalt glass can not be 
due to smaU diffused spheres of metallic cobalt, which would give a reddish 
color to transmitted light, but that the metal is in the form of discrete 
molecules (amorphous). 

For the present work a fluorite prism and bolometer were used (sec 
Appendix 11 ). 



In fig. 37 is given the transmission curve of a cobalt blue glass which 
showed three weak absorption bands in the visible spectrum. In the 
infra-red there is a larger absorption band at 1.5 /i, a smaller band at 
2.1 fi, and second large band at 3.5 fi. The small band at 3 /i is due to 
the glass itself, and is also found in quartz. Beyond 4/1 the opacity is 
due to the glass, as found in dear specimens. 

The behavior of this glass is entirely different from the red glasses to 
be noticed on a following page. It is not like an optically turbid medium, 
unless we consider it to have more than one region of selective absorption, 
which is in line with the conclusion arrived at by Garnett (he. cU.). 



Blue-violet Glass. 

(Schott’s’^ No. F 3086; /“s.sS mm.) 

In fig. 38 is given the transmission of a plate of blue-violet glass. There 
is a large absorption band at 0.5 to 2 /i, followed by smaller bands at 2.1 
and 3.5 [i. In the deep infra-red such a band would cause selective re¬ 
flection. In the present case the absorption band is due to the metal 
behaving somewhat like an optically turbid medium. Using a pocket 
spcctroscojic close to a Nernst glower, it was found that a trace of yellow 



at 0.56 fL and of red at 0.707 /( was transmitted, the intensity of the maxima 
being of the order of 0.01 per cent. In the violet the transmission was 
30 per cent. This region was studied with a spectrophotometer. Ang- 
strdni has very ingeniously applied this glass in measuring the violet radia¬ 
tion from the sun; using an absorption cell of water, i cm. thick, in addition 
to this gla.ss plate, all the radiation beyond 0.5 is absorbed. 

Green Glass. 

(Scholl’s copper oxide, No. 431 III. Fig. 39. Thickness /‘» 3.43 
The specimen examined showed an absorption band in the violet and 
a .second one in the red. There appears to be a small band at 2 /i, beyond 
wliich point there is the usual absorption of uncolored glass. The band 
at 2.95 /<, found in .silicates, e.g., mica, .seems to be intensified by the pres¬ 
ence of coloring sub.stance, while the transmi.ssion seems to be terminated 
at a shorter wave-length (also due to the coloring substance) than would 
be found in a clear plate of glass of the same thickness. 

Ruby Glass. 

(Fig. 40. Curve 8, Scholl’s monochromalic red, No. 2745; <—3,18 mm. 

Curve h, impure red; <-12.48 mm.) 

'Fhe monochromatic red glass examined is used in the Holborn and 
Kurlbaum pyrometer. The second sample, curve h, transmitted impure 

> See aigmoBdy, Zs. fUr Inatrk., ai, p. 97, 1901. 
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red; it was taken from a Le Chatelicr pyrometer and is described as a 
copper oxide glass. Although thinner, the second sample is the more 
opaque in the region of i to 2.5 pt. The transmissivity of the monochro¬ 
matic red glass is very unusual. In the region of i to 2.5 p the metal 
which is used to color the glass renders it more permeable to heat waves 
than is ordinary, visually transparent glass. The band at 2.9/4 aj)j)ears 
to be intensified by the presence of the metal, which behaves like the 





Fio. 3p. — Green glaaa. Fro. 40. —• Ruby gloM (0) and ( 9 t Spluilerile. 

colloidal suspensions just mentioned. In fact, it is a pertinent question 
whether the red color in glasses is due to the presence of metals, such as 
copper and gold, in the colloidal condition. The monochromatic red 
glass was found to have a uniform reflecting power (about 4 to 5 per cent) 
throughout the spectrum to 8 p. This seems to show that the transparent 
region at i to 2 /«is not due to the same cause that produces an abnormal 
transparency on the short wave-length side of a region of anomalou.s dis¬ 
persion. 

Black Glass. 

(Fig. 41. Curve a, <-=2.48 mtn.; curve 6, Schott’s Rauchglass No. 444, HI, 4-3.6 turn.) 

Curve a gives the transmission of a dark “neutral” glass, colored with 
the oxides of cobalt and nickel. This glass has a uniform absorption 
tliroughout the visible spectrum. There are small absorjition bands at 
2 and 3.5 /4, respectively. Curve h gives the transmission of a very dark 
glass, which shows an absorption band in the region of 1.5 p. 

Considered as a whole, these glasses can be divided into two groups, 
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viz, (i) glasses having absorption bands in the visible and in the infra-red 
spectrum, and (2) glasses having a wide absorption band in the optical 
region, followed by an increase in transparency with wave-length. The 
red glasses belong to the latter group, and 
their behavior is more nearly like that of 
optically turbid media, the color being due 
to the presence, in the glass, of small 
spheres of metal (sec Garnett, loc. cit.). 

To the first group belong the cobalt blue 
and Schott’s blue-violet glass. If tlic color 
in some glasses is due to the metal, one 
would expect great opacity in the infra-red, 
as is known for a thin lilm of the metal. If 
the metal is i)rcscnt in a colloidal form, the 
present examination of colloidal silver 
would indicate great transparency, with the 
possibility of small absorption bands in the 
infra-red. The whole question is in an 
unsettled state, and an investigation of the 
transmission of various glas.ses, blown into Fio. 41. —niack gitias. 

thin films, as described in Carnegie Publication No. 65, page 65, seems 
higlily desirable. 

In leaving this subject it is of interest to note that a specimen of garnet 
(Carnegie Publication No. 65, p. 59) was found to have a wide absorption 
band, with complete opacity e.xtending from 1.2 to 2.6 /c This is one of 
the few substances having a large absorption band near the visible spectrum. 


30 
I- 


20 


>0 


■ 

■ 

m 



■ 

n 

m 


B 

■ 

n 


1 

B 

m 

fn 

B 

■ 

B 

B 

1 

11 


B 

1 

■ 

■ 



fl 

B 

i 




11 

B 

0 / e 

^■■bcbibg 


Sphalkuitk (ZnS). 

(Cleavage pmr; if—1.5,? mm.; traniparent; slight yellowish tinge; curve c, fig. 40.) 

'Phis sulistance was previou.sly examined (Carnegie Publication No. 65, 
p. (>3), lusiag for the i)urpo.se a rock-salt prism and a radiometer. In the 
pre.sent e.xamination, the same mirror spectrometer, but a fluorite prism 
and a bolometer were used. On account of the small dispersion at i ft 
the rock-salt prism is not well ada])ted for work in this region. The 
transmission curve of .sphalerite appears to have a band at 1.8 /n On 
examination of the original data and curves, it appears that in redrawing 
the curve for ])ul)liealion the draftsman placed the point at 1.3a little 
too high (.should read 59 jjcr cent), which in the reduced illustration makes 
a depression at 1.8 ft. 

The curve obtained with the fluorite prism is given in fig. 40, and 
reijresent.s conditions more accurately. A Nernst glower was used as a 
source, which gave large deflections in this region of the spectrum. 

The transmission curve increases uniformly from 47 per cent at 0.6 ft 
to 56 per cent at i /i, then decreases uniformly to 54 per cent at 
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1.8 M beyond which the transmission drops rapidly to a minimum at 2.9 //, 
previously found. Using this larger dispersion, there appear to be no 
absorption bands up to 1.9 /<• The study of zinc sulphide is of interest in 
connection with luminescence of one form of this substance known as 
Sidot blende. In their study of the rapidity of decay of phosi)horescence 
in Sidot blende, when subjected to infra-red rays, Nichols and Merritt* 
found that the rate of decay was the most rapid when exposed to infra-red 
rays of wave-length 0.9 p. and of wave-length 1.37 /e hrom thivS it would 
seem that the screen of Sidot blende possessed broad absorption bands 
with maxima in the region of 0.9/1 and i-37 /^* I he liiminesctnci. of 
Sidot blende appears to be due to some metal dissolved in it. I'Tom the 
foregoing experiment on sphalerite (ZnS) it appears that these absorption 
bands are not due to the ZnS, but rather arc to be sought for in the dis¬ 
solved metal (see cobalt glass), and in the cement, in case a glue is used to 
secure the powder in the form of a “ screen.” The present study of colcmed 
glasses gives us some idea of what to expect in solutions of metals (oxides 
of metals?) in glasses; while the phenomenon maybe further complicated 
by the molecular structure of ZnS, which in the form of Sidot blende 
may have absorption bands not found in spluderite. 

1 E. L. Nichols and E. Merrill; Thys. Rev., 25, p. 36a, 1907. 



CHAPTER II. 


EFFECT OF SPECIAL GROUPS OF ATOMS OF RADIANT ENERGY. 

In the present chapter it is purposed to discuss some of the relations 
found among the infra-red spectra of the various substances examined; 
and incidentally to explain some apparently inconsistent statements made 
in Part I on the effect of certain particular groups of atoms in producing 
characteristic absorption bands. 

COMPARISON OF ULTRA-VIOLICT AND INFRA-RED. 

Hartley^ found that an open chain of Cl 1 -groups, as well as a union of 
C and N atoms, produced no absorption bands in the ultra-violet. Neither 
could he identify any absorption band, of any of these substances, with the 
carbon atom in the benzene ring; the molecules behaved as though there 
were no special atoms present. This is just the ojjpositc of what was found 
in the infra-red. But the length of the infra-red spectrum examined is 6o 
times as long a.s the ultra-violet. It is, tlierefore, pos.sible to find relations 
in the infra-red which, on account of the narrowne.ss of the spectrum, may 
not be found in the ultra-violet. In the infra-red there are tran.sparent 
regions between characteristic ab.sorption bands, which arc often severid 
time.s lliiC width of the entire ultra-violet .s])eclrum. The petroleum distil¬ 
lates (chain com])oimcls) have a wide transparent region between 4 and 5 /«, 
jiLst as Hartley found in the ultra-violet. In general, if we were to examine 
a narrow region of the si)ectrum, e.g,, the ultra-violet, or at 4 in the infra¬ 
red, it ai)pcars to be a matter of chance whether or not ab.sorption bands 
will be found there. In tlie vi.si])le .spectrum many substances have ab¬ 
sorption bands, •/.«■., art' colored If the eye wen* .st'n.silive to ray.s of 
wave-lengths 3 to 3.5/<, all the carbohydrates would appear “colored,*’ 
and the po.sition of llu* maximum of liu' ab.sorption baiul would he just 
as irregular as tho.se found in the visible and in llie ultra vitjlet .spectrum. 

THE HYDROXYL GROUP. 

During tlu' prei)aralion of (lie third volume of Kayser’.s “Handbuch 
der Sjieclro.scople” only the writer’s “Preliminary Report on Infra-Red 
Ab.sorption Spectra”^ was available to tht' compilers. I’hey call attention 
to the fact lliat “the writer found an efTi'ct due to .special groups of atoms, 
particularly Oil and OIIi. AlUiough many substances, which contain the 




OH-group, have an absorption band between 2.9 and 3 /<, Lobientz ques¬ 
tions whether they are due to the OH-group. On the other hand, he 
thinks the CHg-group causes the band at 3.43 /«.” 

This inconsistency is easily explained. One need but examine the 
third volume of Kayser’s Spectroscopic, pages 81, 83, 84, 88, 283, etc., 
and see the numerous exceptions to “Kundt’s Law,” to be convinced that 
the announcement of that “Law” was premature. Knowing how subse¬ 
quent investigators were misled by this announcement, it seemed to the 
writer that, so long as there were any serious exceptions, the effect of 
special groups of atoms on heat-waves should be doubted until the evidence 
was much greater than obtained at that time. The mineral brucite 
[Mg(OH2)] caused this doubt; for if there is an effect clue to the OH group, 
one would expect to find it in such a simple compound as this one. The 
first examination of brucite showed no band at 3 /t, but a wide band with 
a maximum at 2.6 pi. Since then this mineral has been re-examined, using 
a larger dispersion, and the large band was resolved into its components, 
with maxima at 2.5, 2.7, and 3 p. In other words, this mineral has the 
characteristic band of the hydroxyl group. In the meantime, numerous 
other substances (sec Carnegie Publication No. 65) containing Oil-groups 
and water of crystallization have been examined. In Carnegie Publication 
No. 65, the exceptions to the rule that the OJrl-group has a characteristic 
absorption band at 3 /i were found among minerals of which the chemical 
constitution is in doubt. The absorption band at 3 p, found in substances 
containing hydroxyl groups, is, therefore, to be ascribed to that group of 
atoms. The band at 3 // found in the alcohols belongs, therefore, to the 
OH-group, and one ought not expect (as the writer stated in Carnegie 
Publication No. 35, p. 108) to find a second band at 6 p (whicli is found 
in water), if the ^p band is due to the OH-group. The OH group 
apparently does not produce a harmonic series of bands such as are to 
be found in compounds containing CIL or CHg-groups. Water also has 
a harmonic series of bands, but it has not yet been .shown to be due to 
the OH-group. 

THE EFFECT OF MOLECULAR WEIOHT OF THIC MAXIMA. 

In Part I a search was made for a shifting of the maximum of an ab¬ 
sorption band with an increase in the number of atoms, or especially of 
groups of atoms, in the molecule. The evidence was very contradictory. 
In the case of the methyl derivatives of benzene, the maximum of tlie 
band was found at 3.25in benzene, at 3.3 p in toluene (CBlLCHg), at 
3.38 p in the xylenes [C«H[4(CH3)2], and at 3.4 p in mesitylcne [CaHgCCHda]. 
In other words, by substituting three CHg-groups for an H atom, we have 
shifted the maximum from 3.25 to 3.4 p. Several gases showed a shift of 
the band, in the region of 3.2 to 3.5 p, toward the long wave-lengths with 
an increase in the number of H atoms. On the other hand, several nitrogen 








derivatives of benzene showed a shift of the maximum toward the short 
wave-lengths. An examination of two petroleum distillates, CgHig and 
C24H60, showed no shift of the maxima, and on the whole the evidence of 
a shift, due to a change in molecular weight, was inconclusive. 

In Carnegie Publication No. 65, p. 56, the sulphates showed absorption 
and reflection bands which seemed to shift toward the long wave-lengths 
with increase in molecular weight. This data will be discussed in the 
present paper. 

Ever since the announcement of “Kundt’s Law” various observers 
have tried to find relations among the absorption bands, viz, such that 
with an increase in molecular weight the band shifts toward the long 
wave-lengths. The results have just been discussed in the first part of 
this chapter. There is a physical basis for expecting a shift of the band 
with change in molecular weight. For example, the sulphate of the metals 
K, Rb, and Cs have been compared by Tutton,‘ who has shown that both 
as regards crystalline form, specific gravity, thermal expansion, and corre¬ 
sponding refractive indices the Rb salt lies between the K and Cs salts. 

In Carnegie Publication No. 65, the sulphates of Mg, Ca, Sr, Cd, and 
Ba were found to have the maximum of 
their absorption at 4.5, 4.55, 4.6, 4.6, and 
4.63 /<, respectively. The same shifting of 
the maximum was observed in the reflec¬ 
tion bands of SrSO^ and RaSOp, in the *0 
former the maxima are at 8.2, 8.75, and 
9.05 /<, while in tlie latter the maxima arc 
shifted to 8.35, 8.9, and 9.1 /<. 

In the present paper all the available g 
data have been compiled, to show this shift. ^ 

In fig. 43 is given a composite of the re- 
flection curves of the carbonates [(Mg, Ca, “go 
Zn, Ba, PI)) CK)g] described on a previous 
jiage. TIu' maxima are evidcmlly double, 
althougli it is not very ajiparent in some 
curves. As a whole, however, the location 
of the maxima of PbC^Og is so much farther 
in the infra-red than in MgC'Og that there 
can be no doulit that the shift is a real one. 

In fig. 43 are given the graphs of the 
maxima of the rcfitrUim band jilotted 
against atomic weight of the basic atom in the molecule. The carbon- 
ate.s of Mg, C'a, Zn, Sr, Ba, Fe, Cu, Pb are included. In this figure the 
two maxima of the complex band at 6.4 to 7.2 are plotted. When the 



• See Mters*8 Minemlc^y. 
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maximum is not sharp and well defined, several readings were made and 
plotted in the figures. This method of reading a flat band establishes a 
limit within which the maximum may lie. The two grai)hs are approxi¬ 
mately parallel, and show a uniform shift of the maxima of Mg, at 6.55 
and 6.86 a to 6.94 and 7.18 (i, respectively, in Pb. The carbonates of Fe 
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four bands. As in the preceding, several readings of each ill-defined 
band are plotted in order to get the limits between which it extends. It is 
of interest to note that one of the H2SO4 bands, at 8.62 p., falls on the graph 
of the second maximum. 

In fig. 45, the maxima of the absorption bands of the sulphates [(Mg, 
Ca, Sr, Cd, Ba) SOJ are plotted (see Part III, Carnegie Publication No. 
65, for data). It wiU be noticed that the graph of the band at 4.5 [i is 
much steeper (the horizontal scale is different for these bands) than are 
the ones farther toward the infra-red. The maxima of the absorption 
bands lie close to the graph drawn through them. 



The second and third maxima of the absorption bands at 6.2 and 6.5 
are quite close to the graph, except SrS04, which has but one maximum 
lying midway between the two graphs. From this it would appear that 
the SrS04 band may be the mean of two unresolved bands (see, however, 
Part V, Chapter III). The slant of these graphs is less than in the pre¬ 
ceding one. 

For a discussion of the graph at 45 p. see Appendix III. 

Considered as a whole, the data presented demonstrate very conclu¬ 
sively the influence of the molecular weight of the basic atom or “ion” 
upon the position of the maximum. The results explain why the increase 
in the number of the groups of atoms (see carbohydrates) had no effect 
upon the position of the maximum. This is to be expected if the cause 
of the band is due to the group of atoms; but the position of the band 
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depends upon the metallic (basic) atom to which the group of atoms is 
united to form a compound. 

It is a remarkable fact that nearly all the substances examined, c.spe- 
cially the oxides, have a region of strong selective reflectli>n from 8 to 12 /e 
Drude' has shown that the optical properties (e,g., disper.-ioii) lead to the 
conclusion that each atom is a union of many independently vibrating 
elementary masses or ions. In the ultra-violet the absori)tion band is due 
to the sympathetic vibration of particles which have a charge and a mass 
identical with the negative ion or “electron,” while in the infra-red the 
absorption and reflection bands arc due to iiositivc ions (“ponderable 
atoms”) which have a mass of the order of magnitude of the atom. From 
this standpoint, one would expect to find a shift of the maximum toward 
the long wave-lengths, as wc increase the atomic weight of the element 
which is attached to tlie radical. 

The latest theoretical discussion of this subject is due to Finstein,* who 
shows how the theory of radiation, especially Planck’s, leads to a modin 
ficatioii of the molecular-kinetic theory of heat, and clears uj) i)()ints here¬ 
tofore difficult. He also shows relations between the thermal and optical 
properties of solid bodies. 

Tabm n. 


Element. 

Atomic heal •- 
atomic weight X 
spedfic heat. 

S and P. 

5-4 

FI. 

5 

0. 

4 

Si. 

3.8 

B. 

a .7 

H. 

2.3 

C. 

1.8 


X calculated. 


M 

42 

33 

31 

20 

IS 

13 

II 





Substance. 

X observed. 

X calculated. 


M 

M 

c:al''l. 

34; 31.6 

33: >48 

NiiCl. 

SI -3 

> 48 

KCl. 

61.a 

>48 

ChiClDa..... 

6.7; 11.4; 39.4 

I a; at; *> 48 

SiOa. 

H.s; 9.0; 20.7 

2o; at 





From the value of the atomic heat of a substance, he computes the 
maxima of the bands of infra-red selective reflection. Tlie olhserved 
reflection bands and the same as calculated by Einstein are given in table 11 , 
From this table it will be seen that carbon (diamond) would have a large 
reflection band at 11 /t, which is possible, as will be noticed in the trans¬ 
mission curve, fig. 30. 

This table shows that certain calcite maxima are due indejiendently to 
C at 11.4 /I and to O at 21 /t. In quartz the band at 20 ft is due to Si at 
20 /I and O at 21 g. From this line of reasoning, it would appear that the 
large reflection band of carborundum at 12.5 g is due to C, and that there 
is another band at 20 g due to Si. A similar computation for selenium 
and iodine indicates a reflection band at about 42 g. 


I Drude: Ann. der Phys. (4), 14, 677, 1904. 

* Einstein; Ann. der Phys. (4), aa, p, 181, 1907. 
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CHARACTERISTIC BANDS OF QUARTZ AND OF SILICATES. 

About half the minerals known are silicates. Their percentage com¬ 
position has been ascertained by quantitative analysis, but little has been 
possible, as yet, in establishing their constitutional formulae. In oi'ganic 
chemistry the constitution of compounds has been determined by vapor 
density determinations, by the preparation of scries of derivatives, by the 
replacement of certain constituents by organic radicals, or by studying 
their physical properties in solution. In mineralogy this has, as yet, not 
been possible, and the constitution of many of the minerals has been 
derived mainly from analogies with other substances which arc better 
understood. The silicates arc somclime.s grouped a.s follows; disilicates 
(RSiaOo) arc salt.s of di.silicic acid (Ih^SiaOB), and have an oxygen ratio of 
silicon to bases of 4: i; polysilicates (RjSigOs) arc salts of ])olysilicic acid 
(riiSiaOs), with oxygen ratio of 3:1; metasilicalcs (RSiOg) arc salts of 
meta.silicic acid (IlgSiOs), oxygen ratio of 2:1; orlhosilicates (RgSiO^), salts 
of orthosilicic acid (H^SiOJ, oxygen ratio of 1:1. 

Among the comi)lex silicates, and often among the simple ones, not 
only is the actual molecular structure in most cases doubtful, but even the 
simjjlc emjhrical composition of many .species is .still unsettled. A .single 
species may vary greatly in compo.sition. This has been explained by 
regarding the dilTerent forms a.s derivatives of a normal salt in which 
various atoms or molecular groups may enter. It is not surpri.sing then, 
in the pre.sent limited .study of their relleetion .spectra, to find no very 
imi)ortant relations among the relleetion bands of .silicates. 

From previous work it is dilficult to decide what one ought to expect 
in the question of the coincidence of bands in SiOg and in silicates. In 
the case of the carbonates there are no bands (excej)! a small deprc.s.sion 
at 4.6 n in common with CO) coincident with tho.se of and we might 
expect a .similar condition to obtain in the .silicates and SiOj. On the 
other hand, in the carbohydrates having a .structure indicating CHa and 
(’Ifa groiip.s, there i.s a coincidence of certain cliaracteri.slic band.s with 
those of ethylene (('3114) and ethane (C'Jle). 'Fhe introduction of oxygen 
atoms, however, mfMlifie.s the .spectrum, anti, a.s a rule, there i.s no longer 
a coincidence with the former band.s. Furthermore, in HOg the maximum 
at 8.7 /t is in c{)inciilence with a .similar bantl found in many .sulphate.s, 
while the band at 10,4/« i.s in common with a similar one in fuming sul¬ 
phuric acid and i.s probably due to SO4. From thi.s it i.s ditTicuU to jiredict 
what one ought to expect in the rase of SiOj and of the .silicates. From 
previcHiH ob.servation.s that groups of chemically-relatetl .sub.stance.s have 
similar absorption .spectra, one wouhl exfret to find a .similar condition to 
(jbtain in the variou.s group.s of silicates. 'Fhe pre.sent investigation i.s not 
extensive enough to draw general condusion.s. Moreover, the con.stitution 
of the minerals i-s in many cast*s in doubt, so that the lack of .similarity in 
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spectra of supposedly related silicates is not due to a fault in the criterion 
for judging such relations. The reflection bands of the various silicates 
examined are represented by lines in fig. 46. The lines broken at the top 
indicate that the reflection bands are not well resolved. The silicates of 
the divalent metals, R“-silicates, are mctasilicates, while the R“-silicates 
are orthosilicates, as noticed on a previous page. Since there is a band (at 
10/4) in common with both groups we are at liberty to assume that the 
division into ortho- and meta-silicates is not a characteristic in the spectra. 
Again, the groups of chemically related minerals may or may not have 
similar spectra. Thus, the pyroxenes and micas have dissimilar spectra. 
Serpentine and deweylite (and the feldspars) have similar spectra. Ortho- 
clase and microclinc, which arc isomeric, show their structure by their 
dissimilar spectra. The amphibolc seems out of place. Spodumcne, talc, 
serpentine, deweylite, apophyllitc, microclinc, albitc, and muscovite have 
a group of atoms in common, which causes a band at about 9.7 /4. Am¬ 
phibolc, topaz, microclinc, albitc, tourmaline, natrolite, datolite, and beryl 
have a group of atoms causing a band at 10 //. 

Serpentine, deweylite, topaz, and albite have a common radical causing 
a band at 10.5 /4. Quartz glass, datolite, orthoclasc, and possibly amphi¬ 
bolc, have a band in common at 8.8 /4. 

The group of triplets in willcmitc, topaz, and zircon is unusual, the 
maxima being, on an average, at lo.i, 10.6, and ii //, rcsj)cctivcly. In 
willcmitc (R”) the bands arc sharp and well defined, in topaz (R”') the 
bands are not so well resolved, while in zircon (R*'^ the bands are almost 
indistinguishable. Whether this change in sharpness of bands is due to 
the variation in valence is a pertinent question. Previous work indicates 
that the variation in the sharpness of the bonds is due to the amount of 
oxygen inesent —- oxygen sharpens the bands. In crystalUne quartz and 
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quartz glass there is a band in common at 8.4 /4, showing a common group 
of atoms. This band, with the five groups in common with the silicates, 
makes a total of six groups of bands, the radicals which cause them being, 
as yet, undetermined. These bands are at 8.4, 8.8, 9.7, to, 10.5, and ii fi. 
This seems to substantiate the view expressed in Carnegie Publication 
No. 65, p. 95, that in the silicates there appear to be several silicon-oxide 
radicals, one or more of which are present in each mineral, or even in the 
different specimens of the same mineral. 

In table III are given the characteristic maxima of the reflection and 
absorption bands of radicals studied in this and in previous work. 
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CHAPTER I. 

EMISSION SPECTRA OF METALS IN HYDROGEN. 

In Carnegie Publication No. 35 the writer presented the results of an 
examination of the arc spectra of various metals. It was there shown that 
only the alkali metals have strong emission lines in the infra-red. In the 
case of metals like copper, iron, and zinc there was a weak continuous 
spectrum in the region of 2 to 3 /^, which appeared to be due to the hot 
oxides formed in the arc. If this be true, then one would expect to elimi¬ 
nate this radiation by producing the arc in an atmosphere of hydrogen. 
During the past year (1907) tliis work has been repeated, using an arc 
inclosed in a metal case which was filled with hydrogen. A Rubens 
thermopile was used to measure the radiation. The galvanometer had a 
full period of 16 seconds; its sensitiveness was 1=1.7X10*'^® for a scale at 

1 m. When used with the thermopile the temperature sensitiveness was 
such that a deflection of i mm.««iXio~® ° C. for a scale at i m. 

The spectrum was produced by means of the rock-salt prism and mir¬ 
ror spectrometer (slits 0.5 mm.) which were described in Carnegie Publica¬ 
tion No. 65. 

(a) NICKEL ARC IN HYDROGEN. 

With this outfit the emission spectrum of nickel in hydrogen was exam¬ 
ined. The window of the metal case inclosing 
the arc was of thin glass which absorbed all the 
radiation beyond 3.5 The metal electrodes 
were about i cm. diameter, with the ends cut 
wedge-shaped. This produced a long narrow 
arc, an end-on image of which was projected 
upon the spectrometer slit by means of a 12 cm. 
focus, concave mirror. 

The spectrum appeared continuous in the 
red, where the maximum radiation was observed. 

The results arc shown in fig. 47, where a strong 
emission is to be observed at 0.75 fi. Beyond 

2 ft the radiation from the hot electrodes is indicated by the rapid rise in 
tlie radiation curve. 

The results show but little radiation in the region of 2 jx, where pre¬ 
viously a continuous spectrum was observed. It is also to be observed 
that no strong emisrion lines occur at i //, where the alkali metals have 
intense lines. 
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(h) SPARK SPECTRA OF METALS IN HYDROGEN. 

For producing n high potcnticil spurk (arc) u 10,000-volt triinsfornicr, 
with 100 volts, I to 9 amperes in the primary, 
was used. From one to three glass condenser 
plates, each having a capacity of 0.0028 M.F., 
was placed in parallel with the electrodes. 'Phis 
produced a very intense arc. An image of the 
electrodes was projected upon the spectrometer 
slit by means of a short focus, concave mirror. 
The electrodes were about 3 mm. diameter, filed 
wedge-shaped. They were mounted in glass 
holders which were fitted into a glass vessel of 
about 200 c.c. capacity by means of ground 
joints (designed by Dr. Nutting), which per¬ 
mitted adjustment of the electrodes as shown in 
fig. 48. The radiation passed through a (luartz 
window about 3 mm. thick, hence opacpie be¬ 
yond 4 /e The hydrogen was prepared eleclro- 
lytically in an automatic 
glass generator shown in 
fig. 49. 

The spark (arc) spectra 
of the following metals 
were examined; alumi¬ 
num, copper, and calcium. For electrodes of the 
latter, thin pieces were sawed from a large bar of 
the metal, which were then hammered into wires 
about 2 to 3 mm. in diameter. These were ki'pt 
under oil to prevent oxidation. I'hc result of the 
examination was rather disajipointing, for no aji- 
preciable radiation could be detected up to 3.5 to 
4 /i, where the electrodes gave from 3 to 10 cm. 
deflections. This latter was eliminated by covering 
the spectrometer slit over the whole length, except fio. 
about 2 mm,, which permitted only the radiation 
from the high potential arc (spark) to enter the instrument. 'The fact 
that no deflections greater than i mm. were observed is not due to a lack 
of sensitiveness of the instrument, and it may be concluded that no emi.s- 
sion lines, were produced which had an appreciable inten.sity. Tins is 
rather surprising, for calcium is close to the group of elements having 
emission lines in the infra-red. 




Fio, 48. — Hydrogen spark tube. 



EMISSON SPECTRUM OF THE CARBON ARC. 

The emission spectrum of carbon was previously examined by the 
writer in connection with the emission spectra of metals and salts of metals 
in the carbon arc. It was found that the violet part of the carbon arc had 
several emission lines near i ji, followed by a weak continuous spectrum 
with a maximum at about 2.5 /i. There seemed to be a slight emission 
band at 4.52 fx, which on subsequent examination could not be reproduced. 
The writer, therefore, concluded that in the combustion of the carbon 
electrodes no CO2 or CO is formed, but that the carbon passes off as a 
vapor. 

Furthermore, it was found that when salts of the alkali metals (Na, 
K, Li) were present, even in small quantities, there was a strong emission 
line at 4.52 /<. 

The radiometer used was not very sensitive, while the conclusion that 
the carbon arc was mainly vapor of carbon did not seem satisfactory, 
hence the work was repeated, using electrodes of ordinary gas carbon and 
also of pure Acheson graphite. The latter is difficult to burn even when 
the length of the arc is only 2 mm. long. 

In the present examination a Rubens thermopile was used. The 
galvanometer period was 10 seconds, and its sensitiveness was about 
2.5X10"^° amperes. The .spectrometer slit was 0.1 mm. wide and 2 mm. 
long, and an image of tlie blue vapors of tlie arc was projected upon it by 
means of a short focus mirror. The carbon electrodes were of the usual 
diameter, 12 mm., while two sizes (5 and 10 mm. diameter) of graphite 
electrodes were used. An examination was also made using one carbon 
and one graphite electrode. 

In fig. 50 are given the emission curves of the carbon arc, a and b for 
a solid electrode with soft core, using 15 amperes ( 1 ). C.), while curve c is 
for hollow electrodes (2 mm. holes). The latter was examined to learn 
whether the air, drawn in through the hole, had any elTect which appears 
negative. 

In curves d and c are given the emission curvt's observed at various 
times, under various conditions, when the hollow carbons contained the 
salts of the metals NaCll and KCl. d'he length of the arc was from 5 to 
7 mm. and in some instances was as much as 12 mm. On the whole, 
whatever the current —from 5 to 15 amperes ~ there is always an cmi.S“ 
sion band at 4.5 /i when sidts of the alkali metals are in the arc, while the 
pure carbon (on 15 amjieres) had little if any selective emission in this 
region. 

An examination was then made of the emission of pure graphite (Ache- 
son’s). The dirccheurrent arc was maintained with difficulty and could 
not be made longer than 4 to 5 mm. 

In fig. 51 are given the observed results for the emis.sion of pure graphite 


infra-red emission spectra. 


in the region of 4.5 in. The purity of this material may be judged from 
the entire absence of the sodium lines; only the violet carbon bands were 


Fio. 50.-—Emtalon of carbon arc. 


visible. The lower curves arc for a current of 7 ampere.s (120-volt cir¬ 
cuit), while the two upper curves arc for a current of 8 ampere.s, all of 



Fio. si. ~ Emission of grapWte arc (8 omperra). 

which were obtained under various conditions. On account of the difli' 
culty in maintaining a steady arc, no attempt was made to map a strong 
emission band extending from 1.2 to 1.7 /x and a second band extending 
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from 2 to 3 //. The latter is the one always observed and generally 
attributed to oxides, in the case of a metallic arc. 

It is to be observed that the deflections are only a few millimeters as 
compared with the large deflections when salts of metals are present. 

An examination was then made of the graphite arc, using a current of 
4 amperes. The length of the image of the arc projected upon the spec¬ 
trometer slit (which was also the length of the arc itself) was only from 
2 to 3 mm. The arc was very unsteady and difficult to keep burning. 
The results are given in fig. 52, curves a (4 amperes) and d. Curve a is 
for an arc-length of 2 mm., while d is for a length of about 5 mm. For 
the shorter arc the maximum is shifted toward the long wave-lengths. 

In this same figure, curve h gives the emission when the cold (negative) 
electrode was a gas carbon 
(with soft core) and the posi¬ 
tive electrode was pure graph¬ 
ite. The current was varied 
from S to 6 amperes, and the 
length of the arc was from 4 
to 5 mm. There is an emis¬ 
sion maximum at 4.6 //, as 
was found for the two graph¬ 
ite electrodes. For compari¬ 
son of position and intensity, 
the emission band of carbon 
dioxide in a Bunsen burner 
is given in curve c, fig. 52. 

The results with the pure 
grai)hite show that there is a sharp emission band at 4.65 /i (4.55 /t for a 
longer arc), where previously, for a larger current, there was none. Since 
all the observations extend over the same range of length of arc, it appeal’s 
that the occurrence of the emission band dei)ends upon the current and that 
it disappears for a large current. 'I'his is certainly extraordinary. Since 
the observations on gra])hile were made in (puck succession on the same 
day, as given here, and since no change's were made in the apiiaratus, the 
lack of an emission band for a current of 7 amperes is not to be attributed 
to a fault in the adjustments. To altribule the occurrence of emission 
bimds, when salts of metals are present, to some “catalytic” action caused 
by the presence of these metals does not elucidate matters very much. 

Paschen was the first to observe that the emission band of carbon 
dioxide at 4,3 /i shifts to the long wave-lengths with rise in temiicrature. 
At that time the dissociation of carbon dioxide at high temperatures was 
but little investigated. Since the absorption band of carbon dioxide is at 
4.3 /I and that of carbon monoxide is at 4.6 /i, if the emission band is due 
to a pure thermal effect, then one would expect to find that, with rise in 
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tcinpcrAturc a,iid. the conscc^ucnt dissoci3.tion of CO3 into CO, the mcixi- 
mum of the emission ba-nd of CO2 will shift townrd that of CO. I he writci 
has observed this emission band of CO2 under various conditions of tem¬ 
perature. In the emission spectrum of the Hefner lam}) it was found at 
4.36 n. In the arc spectra of the salts of the metals previously studied it 
was found at 4.52 p.. In the vacuum-tube radiation of CO and COg the 
maximum was found at 4.75 //. In the acetylene tlame it was found at 
4.4/z, while in the jDresent examination it occurs at 4.55 to 4.65 /«. It has 
always appeared to the writer that this shift of the emission maximum 
with rise in temperature is due to dissociation of CO^ into CO, and no 
satisfactory data has yet been found to refute this asHumi)lion. I'lie 
vacuum-tube radiation of CO and CO3, where the maximum emi.ssion 
occurs at the same place for both gases, seemed to |)rove tl\e i)oint. 'Flu; 
present data furnish further evidence that the cause is due to dis.sociation. 
For, using a graphite arc on 4 amperes, when the arc is short, and the 
hottest, the maximum occurs at 4.65 p. When the salts of the metals are 
introduced into the arc they are ionized and the metals carry the greater 
part of the current. The resistance is reduced, and lienee the temjiera- 
ture (and dissociation of CO3) is reduced. Here the maximum is at a 
shorter wave-length corresponding to less dissociation of C'Og. While 
tills explains certain points it fails to account for tlie lack of an emission 
band when the current is large, 8 to 15 am})eres. It i.s hardly })ermissible 
to assume that neither CO or CO2 is formed at this high temiierature and 
that the electrode disappears in the form of va})or, though the writer 
made this assumption at the conclusion of his jirevious examination of 
the carbon arc. 

The change in density of the gases in the two cases will not account 
for the observations, for even the smallest amount of CO and (’(>3 is capable 
of emitting perceptible radiation, as was found in the ex|)eriments with the 
vacuum tube. As a whole, the mechanism jiroducing this radiation is not 
understood and further experiments will be needed to gain insight into 
this subject. 

THE INVESTIGATIONS OP MOLL. 

While the above experiments on the carbon arc were being concluded 
the investigations of MolF on infra-red metallic S})ectra ap})eared in })rint. 
He examined the emission spectra of the salts of the metals of Na, K, Rb, 
and Cs in the carbon arc, using for the purpose a rock-salt })rism, a ther¬ 
mopile, and an automatic device for recording the galvanometer clctlections. 
The apparatus was a little more sensitive than the radiometer previously 
used by the writer, while his dispersion was almost twice as great, and 
with the automatic device he was able to explore the region beyond 2 p 
more thoroughly than was possible by making personal observation.s. In 

iMoll: Onderzoek van Ultra-Roode Snertrn. liv W T T-T 'M'nll 
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the region from 2 to 4 he succeeded in resolving the emission into sepa¬ 
rate bands, which the writer, from the smallness of the deflections and the 
limited number of observations, recorded as a continuous spectrum. He 
found the CO2 band at 4.44 n when he used the salts in the arc, and also 
for various kinds of carbon electrodes. His energy curves for sodium and 
for potassium are given in figs. 53 and 54, respectively, in which the reso¬ 
lution of the energy in the region of 1.5 to 4 // into separate bands is well 
illustrated. The automatic apparatus succeeded in doing what physical 



endurance would hardly ])crmit, in maj)ping this region. No curves are 
publi.shcd for the carbon electrodes, but con.siderable comment is made on 
the fact that in every case he observed an emission band of COa, while 
the i)rescnt writer did not find the band, except when using salts in the 
arc. From the aforesaid observations on the radiation from graphite, it is 
evident that the conditions were dilTerent in the two cases. The writer 
had observed the same phenomena as did Moll, who, in his comments, 
missed the point emphasized by me, viz, that whether or not the spec¬ 
trum at 2 to 4 }L is a comi)lex of small emission bands, the emission bands 
of the alkali metals at 0.76 to i are the most intense in the whole spec- 
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trum, indicating a much higher temperature (if the radiation is purely 
thermal) than would be the case if the emission bands at 2 to 4 /i were 
the more intense. 



Fio. 5.|.--EtnlMlon of potaasium (Moll). 


RADIATION AT ROOM TEMPERATURE. 

The distribution of energy in the spectrum of a complete radiator lias 
been determined for temperatures varying from 373® to 1800® abs., and 
the constant in the “displacement law” T--^ A has been found to be 
2930 (2940, Lummer and Pringsheim; 2920, Paschen). For bright plati¬ 
num the value of this constant is about 2630. The measuremmits of 
Lummer and Kurlbaum^ show that at low temperatures (492® abs.) the 
emissivity of iron oxide is 0.3, while bright platinum is only about 0.04 
that of a complete radiator at the same temperature. The siiectral distri¬ 
bution of radiation at low temperatures has been given but little attention. 
This is due in part to the impracticability of reducing the temperature of 
the radiation meter below that of the room. The problem is therefore 
reversed, in that the radiation meter (bolometer, radiometer, or thermopile) 

1 Lummer & Kurlbaum: Verb. Phys. Ges, Berlin, 17, p. no, 1898. 
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is allowed to radiate to what is generally the source, which is at a much 
lower temperature. The first examination was made by Langley:^ 

He located the maximum galvanometer deflection in the region of 8 [i, 
but adds that the position of “ the maximum depends upon a single obser¬ 
vation of some delicacy, which is liable to subsequent correction.” He 
further adds that for this temperature difference of —18° the maximum 
ought to be at lo to iiThis would indicate that there was some con¬ 
fusion of ideas as to what was really taking place. The energy emitted 
by the vessel of ice and salt is very small in comparison to the amount it 
absorbed from the bolometer. Hence the galvanometer deflections are a 
measure of the radiation emitted by the bolometer to the vessel of snow 
and ice, and the observed maximum is for a temperature of — 2° instead 
of —18° C. However, since a bolometer strip is always at a higher tem¬ 
perature than the surrounding atmosphere, it is quite probable that, 
although the observations were made during zero weather, the maximum 
observed is really due to a higher temperature of the source (bolometer 
strip) than —2° C. In fact, from the “displacement law,” which was 
then unknown, and from our present knowledge of radiation of different 
surfaces, it is quite possible that the temperature of the bolometer was as 
high as 20 to 30^^ C. 

Mendenhall and Saunders’-^ state that they found the energy curve of a 
complete radiator at —90° C. From their discussion of the energy curve 
of a body at the temperature of boiling liquid air where the emission maxi¬ 
mum should lie at 30 /z (which, of course, is possible if one could reduce 
the temperature of the radiometer below this point in order to make 
measurements), it would appear that they, too, had not considered their 
radiation curve to be due to the bolometer strip. Moreover, the use of a 
bolometer to deduce a distribution of energy curve at low temperatures, 
where the bolometer itself becomes the source, is not very satisfactory, due to 
the fact that the temperature of the radiating strip can not be determined. 

Lummer and Pringsheim “ obtained a small portion of the spectrum 
energy curve of a screen at room temperature, which they used during 
their radiation exi)crimcnts. The first really lucid discussion of the sub¬ 
ject is due to Stewart,who found the spectrum energy curve of a Nichols 
radiometer radiating to a receiver at liquid-air temperature. The maxi¬ 
mum deflections observed were 4 mm. The temperature of the room 
(and radiometer vane) was 24° C. or 297° abs. The observed maximum 


1 Langley: Amer. Jour. Sci., 31, p, i, i886. “The radiator was the bolometer itself at a 
temperature of — a® C., and the source radiated to was a vessel of snow and salt at — ao® C., 
thus determining the distribution of energy in the spectrum of a surface below the freezing- 
point of water.” 

2 Mendenhall & Saunders: Aslrophya. Jour., 13, p. 35, 1901. 

” Lummer & Pringsheim: Verb. Phys. Ges., 2, p. 163, 1900. 

* Slftwart: Phva. Rpv.. T^r. n rnni. ^Tn tl-iia ■nnnpr flora a nnri «irp inlprpViJinofPrl N 
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of his energy curve, corrected for slit-width, occurs at 9.2 /«, while the 
value computed from the “displacement law,” using tlic lemperalure 
297° abs. and ^4 = 2920, would be found at 9.8/e If wc compute the 
value of this constant from the observed values of 4,ax 
.4 = 2722, which is about 6 per cent lower than for a c()mi)lelc radiator. 
From experiments on the radiation from plane surfaces, such as a radi¬ 
ometer vane, this departure from the radiation of a full radiator is to be 
expected. Then, too, this form of radiation is complicated 1 ))' the window 
before the radiometer vane. In general, the intervening matt-rial betwt-en 
the source and the receiver would have no effect. For very di-licale radi¬ 
ometers, however, the writer found (Carnegie Publication No. 35) that the 
inequality in the radiation from the radiometer window had a great efTecl 
upon the position of the vanes. Just how much this \vt)uld alTect the 
vane in the present case is unknown. In the pre.sent investigation a Ru¬ 
bens thermopile (20 junctions of iron-constantan) was allowed to radiate 
to a copper vessel at liquid-air temperature. A mirror spectrometer and 
rock-salt prism, described in Carnegie Publication No. 65, were employed 
to produce the energy si^cctrum. The only changes introduced consisted 



Fia. ss- 



in replacing the Nernst heater 
by a short focus mirror, which 
projected an image of the bot¬ 
tom of the ves.sel at rujuid- 
air temperature, upon the 
spectrometer slit. 'I'he gal¬ 
vanometer used with the tlier- 
mo])ile had a sensitiveness of 
amperes and a 
full i)criod of about 12 sec¬ 
onds. The deneclions were 
very unsteady, due to air cur¬ 
rents caused by the evapo¬ 
ration of liquid air. 't'he 
thermopile was placed in the 
position formerly occupied by 
the radiometer and was cov¬ 
ered by the inner metal sliield, 
with a slit i by 15 mm. area. 
The whole was inclosed in a 
metal tube covered with felt. 


This formed a more perfect black body than is possible with a radiometer. 
The receiver to which the thermopile radiated consisted of a thin cylindri¬ 
cal^ copper vessel about 4 cm. diameter and 12 cm. long (covered on the 
inside with copper oxide and lampblack), which was suspended in a vessel 
of liquid air, as shown in fig. 55. The receiver was kept stationary and 
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the height of the vessel of liquid air was regulated. The temperature 
changed so rapidly that it was necessary to begin taking readings with the 
liquid air just touching the bottom of the vessel, when fairly consistent 
results were obtained. The observations are plotted in fig. 56. Curve a 
is plotted through the mean values of the observations, while curve b is 
drawn through the highest observed values. The two curves are fairly 
consistent, considering the difficulties in making the observations. In the 
region oi 6 fi atmospheric absorption reduced the deflections. 



C'urves a' ancl b' are the two lower curves after correcting for variation 
in slit-wkllh, i.c., reducing them to a normal s])ectrum. 'I'he ma.xinnim 
of these radiation curves lies at al)()ut g.6 /(. I'he temperature of the 
thermopile was 21° C., or 294° abs. Substituting these values in the 
“displacement” formula, the constant is /I ■•- .2822, which is about 3 ])er 
cent smaller than that of a com])Iete radiator. For the latter, the maxi- 
mum would occur at about 9.95 /(. It appears that the thermopile ap¬ 
proaches very closely to that of a KirchhofT radiator, 

SELECTIVE RADIATION FROM THE NERNST GLOWER,* 

The study of the radiation from metal filaments of incande.scent lamps 
is of intere.st in connection witli the speculations as to whether the great 
light emissivily (high luminous elliciency) is due to an abnormal ernis-sion 
in the visible sjiectrum, with a rorres[K)nding sup[)re.ssion of the radiation 
in the infra-red, or whether the effect is due to the high temperature at 
which the lamp is burning. In the latter ca.se, the di.slribulion of energy 
in the .spectrum may be uniform (no di.scontinuitie.s), but a great deal of 
it will He in the vi.sible .spectrum. From a theoretical consideration^ of 

> A (Iclaik'd elfwn'nticjn e>f this investigatiejn i.s given in the Hvilletin of the Bureau of 
Htanclarda, veil. 4, ji. 53.^, xyoH. 

“Asi hkiimss, Ann. tier I’hys. (4), 17, p, y6o, 1905; Kinslein, Ann. der Phys. (4), 17, p. 
13a, h;o 5; aa, [iji, 191, 56e;, Soo, 1907. 
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the fact, that the filaments are metallic, electrical conductors with a high 
reflecting power in the visible, and probably reflect uniformly high in the 
infra-red, one would expect the distribution of energy in the spectrum to 
follow a law similar to that of platinum, but with different constants. 
The results thus far obtained from a study of such metals as tungsten 
and osmium support this hypothesis. On the other hand, in the case of 
oxides, whicli conduct electrolytically at high temperatures, there is no 
data to form even a working hypothesis. All the oxides thus far examined 
have no strong absorption bands near the visible spectrum, the only cx~ 
ception being the oxides of the rare earths, such as cerium, thorium, 
lanthanum, didymium, erbium, etc., the compounds of which have strong, 
sharply defined absorption bands in the visible, and at least some of these 
have absorption bands in the infra-red. It seems to be a characteristic of 
the oxides, tliat they have a low reflecting power (like transparent media, 
electrical non-conductors) throughout the infra-red to about 8 /4 beyond 
which point they have strong bands of metallic reflection. In this region 
of metallic reflection, the emission will be suppressed' in projiortion to the 
reflecting power. In the rest of the spectrum, the emission will be pro¬ 
portional to the absorbing jiowcr (general absorption), wliile at the point 
where there is a band of selective absorption in the transmission spectrum, 
there will be an emission band in the emission spectrum, provided the 
radiation is a purely thermal one, following Kirchhoff’s Law. 

In the case of the Auer mantle the emi.ssion spectrum® is a seric's of 
emission bands at i to 2 /4, with practically no emission in the region from 
4 to 7 /<, while beyond 9 /4 the spectrum is continuous, and is apparently 
as intense as that of a complete radiator at the same temperature. 

In the case of the Nernst glower, which is a combination of the oxides 
of cerium, thorium, and zirconium, belonging to the “rare earths,” the 
compounds of which arc noted for their strong absorption bands, one 
would expect the emission spectrum to show strong, sharp emission bands; 
at least one would hardly expect the emission to follow the same generid 
law of spectrum energy distribution as is known for metals. This, how¬ 
ever, has been done in the past, notably by Lummer and Pringslieim,® 
and by Mendenhall and Ingcrsoll.^ 

The first two investigators, from a rather cur.sory examination of the 
Nernst filament, under normal power consumption, found a smooth con¬ 
tinuous curve, with a maximum at wave-length fi. From this 

and from the Wien displacement law, const, (const, = 2940 for 

“black body,” = 2630 for platinum), assuming that the Nernst glower 

» Aschkinass, Verh, J. Phys. Ges., 17, p. xoi, 1898. Rosenthal, Ann. der X*hys. (3), 68, 
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belongs to the same class of radiators as platinum and a “black body,” 
they computed ^rnax=245o° abs., and 2200° abs. 

Their computed energy curve of a “black body” having its maximum 
emission at 1.2 ,u departs considerably from the observed curve. Men¬ 
denhall and Ingersoll compared the emission of the Nernst glower in terms 
of a constant comparison lamp, at a certain wave-length in the visible 
spectrum, at the melting points of gold and of platinum. From this they 
extrapolated on a straight line assuming that Wien's equation holds for 
the glower, and found the temperature at normal or any desired power 
consumption. This leads to erroneous values (which are probably too 
high, as will be shown presently), due to the fact that the spectrum is the 
composite of numerous emission bands, which rapidly increase in intensity, 
in the short wave-lengths, with rise in temperature. They found the 
normal temperature to be 2300° abs., disagreeing with a recent determina¬ 
tion by Hartman,' who, by means of thermocouples of different thickness 
])lace(l against the glower, correcting for heat conduction by extrapolating 
to a temperature corresponding to an infinitely thin couple, found the 
temperature to be 1800 abs. Although this method had previously been 
extensively used, with fair success, in measuring temperature of gas- 
flames, it is not suited to the glower, in which there is no layer of hot gas 
to even partially compensate for the heat lost by conduction. 

I'hat th('. Nernst glower emits selectively in the visible spectrum, has 
Ix’en sliown by Kiirlbaum and Schulze,^ who found a minimum of emission 
at 0.52 /«, which became fainter witli rise in temperature, and disappeared 
entirely at high tempc'ratures. 

To this brief review of what has been done on the Nernst glower may 
be added a ])aper liy its inventor,® who showed that the conductivity is 
electrolytic, while Kaufmann^ showed that in spite of the entirely different 
inner mechanism of conduction of a gas in a vacuum-tube, and in a Nern.st 
glower, the electrodynamic phenomena arc nevertheless very similar. 

The })n;sent investigation of the Nernst glower consists in mapping 
tlie distribution of energy in the spectrum, varying the power consumption, 
and hence the. temperature. 

'riu: apparatus used in this work con.si.sted of the mirror spectrometer,® 
used in the preceding experiments, a jierfectly clear fluorite jinsm, having 
an angle of 60® and circular faces 33 mm. in diameter, and a bolometer ® 
with a hemisj)licrical reflecting mirror. The bolometer strip and spectrom¬ 
eter .slit were 0.6 mm. wide, or about 4' of arc. The upper part of the 

' Hartman: I’hy^ Rev., 17, p. 65, igo^. 

^ Kurlbaum & Sehute: Verb. I’hys. dwell., $, p. 428, 1903. 

® Nernst: l^Ceit. fUr Klec tuK-hemie. 6, p. 41, 1899. 

Kaufmann: Ann, der Phy»- (4)) 2 ) !>• *<^^1 S» P- 7 S 7 » 1901. 

* For adjustment:! aee "Investigaliejns nf Infra-red Spwtra," Carnegie Institution of 
Washington Publication No. 35, 1905. 
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spectrometer^ containing the collimating mirrors, and the Wadsworth 
mirror-prism outfit, were entirely inclosed by a thin shcct-mctal box, lined 
with black velvet. The spectrometer slit was covered with a clear i)latc 
of fluorite. The openings in the top, for adjusting the mirrors, were closed 
with soft wax, while the hole admitting the axis for rotating the mirror- 
prism table was tightened with a nut and packing. 

Within the box, and below the level of the mirrors, were placed vessels 
containing phosphorous pentoxide and sticks of potassium hydroxide, 
which entirely eliminated the absorption bands of CO3, and water-vapor 
from the emission curves. A water-cooled shutter was placed before the 
spectrometer slit, and the Nernst glower, inclosed in an asbestos case to 
prevent air-currents, was placed close to the shutter. Observations were 
also made without inclosing the glower, to prove that the cfTecls observed 
are not due to stray radiation from the asbestos case. In spile of all that 
has been written about bolometers, it may be added that there was no 
‘'drift,” unless a poor storage battery was accidentally used. 

The auxiliary galvanometer of 5.3 ohms resistance, with a single swing 
of 4 to 5 seconds, had a current sensibility of i=i.() to 1.5X10'"'“ ampere. 
A greater sensitiveness for the same period would have been possible, by 
using a lighter suspension. The present suspension of ten needles was 
just heavy enough so as not to be affected by tremors. 

Using a battery current of 0.04 ampere the computed tem])erature 
sensibility was 5°Xio“® C., which was generally far in excess of that re¬ 
quired. The deflections were reduced to 14 to 15 cm., by inserting resist¬ 
ance in scries with the galvanometer. The individual readings would 
vary by i mm. or less than i per cent, which is as close as the nature of 
the work required, since the actual deflections were as high as 2000 cm. 
Furthermore, at high temperatures (especially wlien operated above nor¬ 
mal power consumption) the filament would deteriorate in emission by 
that amount during the series of observations. 

The calibration curve of the fluorite prism was constructed from the 
refractive indices, found by Paschen,' which, after plotting all the obser¬ 
vations made by different observers, seems to be as clo.se to the most 
probable values as observations will permit. Unfortunately the disper.sion 
curve passes through a double curvature at 1.5 /q just where the energy 
spectra have their maximum. In the region of 1.5/4, the correction for 
purity, so-caUed “slit-width” correction, is a maximum. 

The wave-lengths in the calibration curve were plotted to the fourth 
decimal place, so that there is a certainty of the values to at least the 
second decimal place. This, however, is of less importance than the 
value of the slit-width correction, which was made according to Paschen,® 
the values being obtained from a curve plotted on a large scale to insure 


1 Paschen: Ann. der Phys. (4), 4, p. 399, 190:. 
^iPaschen: Ann. der Phys. (3), 60, p. 714, 1897. 
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an accuracy greater than required in the work. In a few cases a correction 
was made for the reflecting power of the silver mirrors, but it was found 
negligible except in the visible spectrum. 

With this apparatus, a series of energy curves was obtained, varying 
the power-consumption from 16 watts (the lowest at which the glower 
would conduct on no volts) to 123 watts, which is far above the normal. 
The energy curves, which were continuous, underwent great variations 
in appearance with rise in temperature. At 2.5 and 3.5 pt depressions 
would generally appear in the curves, which could not be attributed to 
experimental errors, and since previous work by others seemed to show 
that the spectrum is continuous, an attempt was made to locate the disa¬ 
greement in the apparatus (in the calibration, or in the slit-width correc¬ 
tion curve), but nothing would account for it until the filament was run on 
a 2ooo-volt transformer which permitted the heating of the glower at a very 
low power-consumption. At the lowest temperature the glower was a 
grayish red. The results arc given in fig, 57 (iio-volt A. C. glower No. 

118), and arc entirely different from anything hitherto recorded in the 
emission of solids in the infra-red. At the lowest temperatures (800® to 
900® C.) the bands in the region of long wave-lengths are the most in¬ 
tense. As the temperature increases, the bands in the region of 2.5 // in¬ 
crease very rapidly in intensity, so that by the time the temperature has 
increased to 1000 to 1100° the intensity of the group of bands at 2 /4 is 
far in excess of those at 5.5 p. 

The depression at 3 to 3.5 /( is to be noticed, for it persists even at 
norimd power-consumption. The region at 2.5 p is also to be noticed, for 
the curves at higher temperatures often show a slight depression, not attrib¬ 
utable to experimental errors. As the temperature rises (curve e, fig. 57) 
new emission bands appear, notably at 2.5 and 4 /t. This shift of the maxi¬ 
mum of intensity of the bands, with increase in temperature, is to be ex¬ 
pected, if the emission is a purely thermal one, following Kirchhofl’s law, 
and is the most conspicuous illustration yet recorded. 

In fig. 58 are given the emission curves for the glower (200 volts, serial 
No. 118) at 19.6 and 102.5 watts, resiicctively. It is to be noticed that the 
emission curve has already become smooth and continuous, with but two 
nuixima, at 1.4 and 5.5 /<, resi)ectively. In this figure curve b is one-tenth 
the scale of curve a. 

On the wliole, from whatever point of view wc consider the data at hand, 
it is evident that even after the emission spectrum has become apparently 
continuous it does not follow so simple a law as has been established for 
solids emitting continuous spectra. It is also evident that any estimation 
of the temperature of the glower based on these laws will lead to erroneous 
results. From a commercial point of view the efficiency of such a radiator, 
in which the emissivity is abnormally high at 0.6 to 0.7 p, while the maxi¬ 
mum at 1.2 ft is abnormally low, must be much higher than that of some 
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substance having a radiation law similar to platinum, in which case, in 
order to attain a similar intensity in the visible, the maximum at 1.2 
rises to extremely high values. 

The results obtained are for filaments made from different lots of 
material, the 220-volt glower being at least 5 years old. The observa¬ 
tions have been made at different dates, on different filaments, all in dupli¬ 
cate, some quadruplicate, and there is reason for feeling that what has 



0 / 23456 7 8/i 

Fk'i. s8. — Emission specti-um of Nernst glower; (o)-> 19.6 watts, (ft)— loa.s 
watts; ^max ” 1.4s M and 1.3a fi, respectively. 

been observed is a reality. No doubt on examination of other makes of 
filaments, there will be found a variation in the finer details of the emission 
bands, at low temperatures, but the gross results can hardly be modified 
without employing a much larger dispersion and a much narrower bolom¬ 
eter. Some of these bands coincide with certain ones found in the emission 
spectrum of the Nernst “heater,” the results of which are given in Carnegie 
Publication No. 35. 
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RADIATION FROM METAL FILAMENTS. 

The measurement of very high temperatures is based ui)()n an extra¬ 
polation of the laws governing the energy emitted by a body with change 
in temperature. Our knowledge of these laws is confined to the radiation 
from platinum and from a uniformly heated cavity (so-Ctilhd black body) 
which is the nearest approach to a comjdele radiator. 1 he remarkable 
progress made in the development of processes re([uiring an accurate 
knowledge of the temperatures involved makes it imperative to study the 
laws of radiation of various substances witli variation in temperature. 
The object of this and of subsequent investigations is to gain an insight 
into these laws. In order to determine these radiation laws it is generally 
necessary to study the spectrum energy curves, using for the purpose a 
prism that is transparent to heat rays, and some sort of very sensitive heat¬ 
measuring device, such as, for example, a bolometer or a thermopile. It 
is also possible to study the total radiation emitted. 'I'he chid dilhculty 
in studying these so-called radiation constants of substances lies in the 
impossibility of determining the temperature of the radiating surface. 

The curves showing the distribution of energy in the normal speetrum 
of all solid bodies thus far studied arc im.symmelrical willi nsspeet to the 
maximum, having the appearance of the probability function, modified by 
suitable constants. The solids heretofore .studied, jilatinum, in which 
it was possible to determine the approximate lemi)erature, liavc* spectrum 
energy curves, which arc represented fairly well by the function, 

(i) 

In the case of a complete radiator,’ or so-called “black body,’’ the 
exponent a=5, while for platinum, a--(). 

In order to determine the constants of the aliove equation from the 
spectrum energy curves, it is necessary to know the Umiperalure of tlu* 
radiator- Fortunately the index a may also be olhained from the spectrum 
energy curve in which the temperature 7 ' is con.slant [K galvanometer 
deflections, A—wave-length, arc variable), without knowing the actual 
temperature, for it can be shown from equation (t) that (he ratio of llu* 
cmissivities (the observed bolometer-galvanometer dellections) for any 
two wave-lengths, X and is: 


11 a 
* “'mux 

kmiix g ^ 

X 

from which the value of a may be obtained. It wa.s found by Pa.sclien 


1 Paschen: Ann. der Phys. (3), vol. 58, p. 455; vol. 60, p. 663, 1897; (4), voi. 4. p. 377, 
1901. Lummer & Pringshdm; Verb, deulsche phys. Gcsell., x, p. 215, 1899. 
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that for carbon, platinum, etc., the value of a was in agreement with that 
obtained from a knowledge of the temperature of the radiator. 

With this equation it is possible to obtain some idea of the probable 
total emissivity of a radiating body, as to whether it is proportional to the 
4th power (a—1 = 4 for a black body, a—1 = 5 for platinum), or to some 
higher power of the absolute temperature. Of course the assumption is 
made that the emissivity function is similar to that of platinum and of a 
black body. The appearance of the energy curves for various tempera¬ 
tures will give some clue as to the admissibility of this assumption, which 
is nothing more than has been made by previous observers. How far this 
assumption falls short of the observed facts, may be seen in figs. 57 and 58 
for the Nernst glower, which has a spectrum composed of numerous 
emission bands. With substances whose energy spectra undergo no change 
in contour with change in temperature, it docs not seem unreasonable to 
apply our knowledge gained from the behavior of platinum under similar 
conditions, especially since the filaments are metals, electrical conductors, 
which, theoretically,^ should have similar emissive properties. That the 


«c 



method is open to criticism is admitted, but until a better one is suggested, 
the present method is the only one available without a knowledge of the 
temperature of the radiator. The apparatus used in this work consisted 
of a mirror s[)ectrometer, a fiuoritc prism, and a bolometer, mentioned in 
the description of the results on the Nernst glower. 

Tlie variation of the radiation constant a for the Nernst glower with 
rise in temperature is .shown in fig. 59, from which it will be seen that it 
decrea.ses from a value of 7 at 18 watts to 5.3 at 80 to 120 watts. These 
values are taken from the smooth energy curves, such as those shown in 

> Aschkinass: Ann. der Phys. (4), 17, p. 960, 1905. Einstein: Ann. dcr Phys, (4), 17, p. 
Lta, 19SS; PP- I 9 L 569. 800. 1907- 
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The curve for 102 watts was irregular in outline and the values 

of a obtained at different wave-lengths 
(indicated by crosses, circles, dots, 
squares, etc.) undergo great variations. 
On the whole, it is evident that it is 
hardly permissible to obtain this con¬ 
stant on the assumption that the ra¬ 
diation law of the Nernst glower is 
similar to that of platinum or of a 
complete radiator. The energy curve 
of a complete radiator having a maxi¬ 
mum emission at 1.45 /x falls far be¬ 
low the Nernst glower curve {a, fig. 
58) at 5.5 /X, which shows that the 
emission at 1.45 /x is not as intense as 
it should be if the emissivity were 
similar to a complete radiator. For 
the same reason, the spectral energy 
curve of a complete radiator having 
a maximum at 1.32 /x lies far above 
the glower curve (&, fig. 58) at 5.5 /x. 
In fig, 60 is shown a series of 
energy curves of an incandescent fila¬ 
ment (3 cm. long) of osmium, when 
on an energy consumption of curve 
a=2.44 and curve &=7.38 watts, re¬ 
spectively. The corresponding tem¬ 
peratures, observed witli an optical pyrometer, using red absorption glass, 
are 1607° and 2000° C., resi)cclively, while the computed tempera¬ 

tures, on the assumption that the radiation constants are the same as for 
platinum (for X *=1.35 and 1.2 /x), are 1670° C. and 1907° C., respectively. 



Fig. 60. — Radiation from osmium. 
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Flo. 6z. — Radiation constant (a) of osmium. 

These filaments were in glass bulbs similar to that of an incandescent 
lamp, and had short side tubes with fluorite windows. Fig. 61 shows the 
value of a of osmium (of fig. 60) for variation in energy consumption. 
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Except for the lowest temperatures the value of a obtained by this method 
is about 6.4. The surface became roughened, which lowers the value of 
this “constant.” The weakness of this method lies in the difficulty of ob¬ 
taining the values of the cmissivities, particularly the maximum of the 
energy curve. Since the filaments arc so narrow that the prism-face is 
only partly covered, the height of the ordinates will depend upon the cone 
of energy falling upon the prism face. For this reason the energy curves 
of the different substances can not be compared. The value of a for a short 
tungsten filament (sec fig. 61) was found to be 7.3 for one energy curve. 
Further experiments on another filament gave a value of a=6.88 for the 
mean of 18 computations and 5 energy curves. The values of a for an 
untreated carbon filament, for various values of energy consumption, are 
plotted in fig. 62. As with osmium, the temperature was raised from a 
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low red to the normal condition. Apparently the emissivity constant, a, 
drops from 6.4 at about 900° to 5.3 at 1800° to 2000° C. Paschen found 
no such variation for the specimens of carbon examined. Neither did he 
find a variation in a for the oxides of copper and of iron. On the other 
hand, Lummer and Kurlbaum, by measuring the total radiation emitted, 
found that with rise in temperature the emissivity of those oxides approached 
that of a comiiletc radiator. This difference may, of course, be possible, 
ju.st as in the jiresent examination of the Nernst glower the value of which 
was found to vary, while Mendenhall and Ingersoll,^ by using a totfil 
radiation method of comjiarison with platinum, could not establish with 
certainty any variation of a with temperature. An inspection of figs. 58 
and 59 shows that this may be jiossihle, e.specially in the latter where the 
energy curve apjiears to have two maxima. For the “Ilelion” filament, 
which is a carbon filament upon which is a deposit of silica, the constant 
a— 8 .^ when new, and decrea.ses to 6.3 after aging. For tantalum the 
value of a is 6.5. From the energy curve of the acetylene flame published 
by Stewart (Phys. Rev. 16, p. 123) the value of a is about ii. A plati¬ 
num stri}), 50 X 1.5 X 0.02 mm. inclosed in a glass bulb with a fluorite 
window, was also examined. E.stimating temperatures from the position 


^ Mendenhall & Ingersoll: Phys. Rev., 25, p. t, 1907. 
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of the (>^max 2620) it was found that the “ constant ” a decreased 
from a= 8.5 at 900° C. to a = 6.3 at 1100° C. 

Using metal filament lamps (commercial no-volt) under “normal” 
working conditions, for metallized carbon a = 6.1, for tantalum a — 6.3, for 
tungsten a = 6.6, and for osmium a ~ 6.9. In all cases the value of a 
was found to decrease with rise in temperature. 

Theoretically, this variation in a must occur at some stage in the tem¬ 
perature (either an abrupt decrease at some fixed temperature, or a uni¬ 
form decrease throughout the range), otherwise a temperature would be 
attainable at which the total radiation is greater than that of a complete 
radiator at the same temperature. 

In the “black body” the reflection is zero. The Nernst glower, a.s 
well as the oxides in general, have a very low reflecting power; hence, if 
the radiating layer is of sufficient thickness, the cmissivity of the oxides 
must be almost as great as that of a “ black body,” as has just been found 
for the Nernst glower, at high temperatures. Some oxides, having absorp¬ 
tion bands in the visible spectrum, e. g., CeOg, when in thin layers (Weis- 
bach mantle) and at high temperatures will have a higher luminous efli- 
cicncy than the same material in thick rods, e. g,, the Nernst glower. 
In the next chapter it will be shown that the greater the electrical con¬ 
ductivity the more continuous will be the emission spectrum of the oxides. 
Furthermore, mixtures of oxides like mixtures of gases in a vacuum tube 
have composite emission spectra. This indicates a possible method of 
analysis of mineral solutions, and it is hoped to make a further examina¬ 
tion into this question. 


CHAPTER 11. 

SELECTIVE RADIATION FROM VARIOUS SOLIDS. 

INTRODUCTION. 

Our knowledge of the emission of radiant energy from various sub¬ 
stances with change in temperature is extremely limited, being confined 
to platinum in the case of metallic. electrical conductors, to several gases 
in vacuum tubes, to water-vapor and carbon dioxide in the Bunsen flame, 
to carbon, to the oxides of copper and iron, and to the radiation from a 
tmiformly heated cavity or complete radiator. The emission spectra of the 
Bunsen flame and of gases in vacuum tubes were found to be composed 
of sharp emission bands superposed upon a weak continuous spectrum. 
The solids were found to have smooth continuous emission spectra, and it 
seems to be the general expectation to And (see Kayscr’s Spectroscopic, 
vol. 2, pp. 135 and 284, also Rudorf, Jahrb. Radioakt. und Elektronik, 4, 
385, 1908) that all solids emit continuous spectra. 

To Paschen is due the credit for the first systematic study of the spectral 
distrij)ution of radiant energy from various solids, and from the Bunsen 
flame. Subsecpient work by others has been but little more than the 
establishment of the so-called radiation constants to a greater number of 
.significant figures than was possible by Paschen, with the facilities at his 
disposal Great credit is due to Lummer and Pringsheim for establishing 
the limits within which the radiation laws, notably Wien’s law, hold. It 
must be said, however, that Paschen had these limits partly established; 
but he insisted that the discrepancies between theory and experiment were 
due to errors of observation. In this brief summary it is not possible to 
present the subject fully, but after working over the data, one can not help 
feeling that it is extremely unfortunate that the results of these investiga¬ 
tions are beclouded with controversies as to whom belonged the credit for 
doing or suggesting this, that, or some other thing in connection with the 
work. 

The best proof of Kirchhoil’s law of the proportionality of emission and 
absorption is due to Paschen,’ who found that the intensity of the emission 
of the CO3 band at 4.4 /x, when using a column of gas 7 cm. long, was as 
great as for a column of gas 33 cm. long. In other words, the intensity 
of the radiation was as great as that of a complete radiator for the same 


> Paschen: Ann. der I’hys. (3), 53 , p. a6, 1894, 
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wave-lengtli and at the same temperature. Unfortunately the number of 
radiating substances of which it is possible to determine even an approxi¬ 
mate temperature is extremely small. Hence, the work iircscntcd on the 
following pages can not be more than a qualitative proof of Kirchhofl’s 
law of proportionality between emission and absorption. It has numerous 
applications, however, particularly in studying substances having sharp 
emission (hence sharp absorption) bands. Numerous substances arc given 
here, of which it has not been practicable to study the absorption spectra. 
Their emission spectra give us some idea of the nature of their absorption, 
the only difference being that the emission bands arc more intense, due to 
the greater thickness (and the higher temperature) of the substance exam¬ 
ined. Another feature of the results obtained, which is new, is the extreme 
sharpness of the emission bands. Moreover, the maxima of the emission 
and absorption bands coincide, although the temperatures at which the 
two sets of observations were made differ by 800 to 1000° C. The posi¬ 
tions of the sharp, well-dermcd maxima arc not affected by change in 
temperature. This is in marked contrast with the results of Kdnigsberger^ 
for the limited region of the visible spectrum, in which he found that for 
certain selectively absorbing substances the maximum of the absorption 
band shifts toward the long wave-lengths with rise in temperature, and 
with the results of Paschen on the emission bands of CO3 and water-vapor, 
which shifted with rise in temperature, some toward the long, others toward 
the short wave-lengths. The data may also prove to be of use in deter¬ 
mining whether pleochroism is an inter- or intra-molecular phenomenon. 
For example, the absorption spectrum of adularia shows a band at 3.2 /«, 
which in the emission spectrum is shifted to 2.9 /i. The latter band is 
characteristic of silicates, whether in the emission or absor])lion spectrum. 
The present work may be considered an examination of the emission .spectra 
of electrical insulators, or transparent media. Tlie only previous work 
done on this subject is due to Rubens,* who examined the radiation from 
the Auer mantle, as well as mantles composed of the pure oxides of cerium 
and of thorium. The difficulty experienced by him was the elimination of 
the emission spectrum of the hot gases which was superposed upon that 
of the oxides composing the mantle. Hence, if he had examined a mantle 
of zirconium oxide he would not have been able to detect an emis.sion 
band which occurs at 4.3 /i. 

The substances used in the present investigation were in the form of 
solid rods made in an oxy-hydrogen flame or in the form of thick layers 
of the substance placed upon a heater. The rods were heated by an electric 
current from the secondary of a 2000-volt (300-watt) transformer. The.se 
rods had, of course, to be heated initially with an alcohol or blast lamp 
until they became conducting, just as is necessary with the Nernst glower. 


‘ Kfinigsberger: Ann. der Phya. (4), 4, p. 796, igoi. 
* Rubens; Phys. Zs., 6, p, 790, 1905. 
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The resistance placed in the primary circuit of the transformer to regulate 
the current, and the low capacity of the transformer, acted as a “ballast” 
to the radiating substances. The rods were provided with platinum ter¬ 
minals, sealed in the ends, and were securely mounted in incandescent 
lamp sockets. After heating them until they became conducting, they 
were mounted securely before the spectrometer slit. The substances that 
could not be melted and formed into rods were made into a paste and 
spread upon the “heater tube” of a Nernst lamp. The “heater tube” 
consisted of a hollow porcelain tube about 5 cm. long and 8 mm. diameter 
covered with a coil of fine platinum wire, and was used in preference to a 
platinum strip on account of its rigidity and ease in hanging. It gave 
the same results as the same material on a platinum strip. The spectrom¬ 
eter, the fluorite prism, and the bolometer were previously used in ex¬ 
amining the Nernst glower. It is important to notice, however, that by 
inclosing the optical parts of the instrument it was possible to entirely 
eliminate the atmospheric absorption bands, which had not been done 
successfully by previous experimenters. The emission curves are, there¬ 
fore, within experimental errors, an exact portrayal of the distribution of 
the energy emitted in different parts of the spectrum. Unfortunately it is 
not possible to determine the temperature of the radiating body, the thick¬ 
ness of which would have to be specified, in many cases. A thermocouple 
can not be applied on account of the loss of heat by conduction. It is, of 
course, absurd to attempt to measure temperatures with an optical py¬ 
rometer. For example, the rod of oligoclase was a perfectly transparent 
glass, and emitted no light other than that due to sparking of the platinum 
terminals, although at a temperature of 1100 to 1200° C. Nevertheless, a 
substance such as iron oxide would have emitted light when at the same 
temperature, while both emit strongly in the infra-red. A further example 
is the rod of topaz, which was an opaque white mass. On withdrawing it 
from the oxy-hydrogen flame, it was accidentally stroked with the iron 
forceps, when the parts so stroked emitted a dull red light, due to the 
greater emissivity of the iron oxide, while the untouched parts retained 
their usual white color. 

Instead of temperatures, the energy consumption is given; also the 
dimensions of the rods, the lengths being the distances between the platinum 
terminals. The diameters are in some cases not very accurate, owing to 
the irregularity of some of the filaments. The voltage was measured with 
an electrostatic voltmeter, joined to the terminals of the rod. The current 
was measured with a milliammeter, of a suitable range to insure accuracy. 

It is manifestly impossible to have the smoothness of the surface and 
the thickness of the radiating layer the same for all substances. The 
distance (about 2 cm.) of the radiator from the slit and the bolometer 
sensibility wiU also vary. No attempt has therefore been made to obtain 
the emission curves of the various substances at the same temperature. 





and to plot them to the same scale. The purpose of the present examina¬ 
tion is to map the distribution of energy in the various spectra, hoping that 
at some future time it may be possible to make a more extended study of 
certain substances which show unusual emission spectra. 

RADIATION FROM ELECTRICALLY HEATED SOLIDS. 

Prominent among this group are a series of silicates, which have an 
emission band in common at 2.88 /i (characteristic of SiOj) which is as 
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Fio. 63. ■— Emission spectrum of olbite. 

sharp as any yet found in gases. The absorption spectra of many of these 
compounds are recorded in Part III of these investigations (Carnegie 
Publication No. 65). 

In order to give the reader some idea of the conditions under which 
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the data was obtained, a rough estimate is made of the temperature at 
which a complete radiator would emit light of a color similar to that given 
out by the substance under investigation. The fact that soot from the gas 
flame was burned off the rods not emitting light would indicate that the 
temperature was above 600° C., and in all cases the estimated temperature 
is greater than 800° C. 

The length of the rods used depended upon the melting-point. For 
example, the “soft glass” rod was very short on account of its softening 
at the temperature necessary to keep it electrically conducting. The ends 
of the rods were shielded from the spectrometer slit. All these curves are 
reduced to the normal spectrum by dividing the observed galvanometer 
deflections by the slit-width expressed in wave-lengths. In this work the 
unsteadiness of the bolometer prevented an accurate mapping of small 
emission bands occurring beyond 6 //. 

Albite (NaAlSisOs). 

(Rod 8 mm. long, tapering from i.8 to 2.8 mm, in diameter. Energy supplied, 7.1 and 8.2 
watts. Curves a and h, fig. 63. Temperature 800°. Transmission given in Carnegie 
Publication No. 65, p, 65.) 

The rod was translucent and seemed to emit no light except that re¬ 
flected from the platinum terminals. The emission band at 2.88 /t is 



Fig. 64. — Emission spectrum of orthoclase (var. adularia). 

more intense than the one found in orthoclase, just as was found in the 
absorption spectrum. Two other bands are noticeable at 4.1 and 4.5 /t, 

rpQnprtivplv. 
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Orthoclase (van Aduearia) [KAlSiaOs]. 

(Rod 8 mm. long, 2 mm. diameter. Energy supplied, 6.2 and 8.9 watts. Curves a and 6, 
respectively, of fig. 64. Transmission, Carnegie Publication No. 65, p, 64.) 

This substance emitted a little more light than albitc, although it was 
more transparent. The emission band at 2 f.i is prominent. The one at 


Fio. 65. — Orlhodoso (a); alumina and silica (6)j alumina and fddapar, 

2.88 ft is shifted from its position at 3,2 /t in the ab.sorplion spectrum, 
from which it would appear that the group of atoms causing the ab.sorj)- 
tion is different in the two cases. An examination of the transmis.sion 
spectrum using polarized light will be necessary to determine the true 
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position of the absorption band. The band at 4.1 and 4.5 ft are in common 
with the other feldspars. 

Orthoclase (Feldspar) [KAlSisOs]. 

(Rod 7 by 2.2 mm. Energy, 7.5 watts. Curve a, fig. 65. Transmission, Carnegie Publica¬ 
tion No. 65, p. 64.) 

This sample was translucent, due probably to air-bubbles. Its color 
on 7.5 watts was slightly red, due in part to reflected light from the elec- 

cm 



trodes. The emission bands at 2, 2.88, 4.1, and 4.5 jj. are in common with 
the preceding, with the possibility of a small band at 3.1 /t, to be noticed 
in fig. 66. 
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Ouaoci,A8E{3N^®»0»} 

(Rod 9 by 2.8 mm. Energy supplied. Curve a^S.d, and c™29.4 watts. 

Curves a and h, fig. 66. Transmission, Carnegie Publication No. 65, p. 64.) 

The original crystal, as well as the glass rod, were perfectly transparent. 
The rod showed no color on suddenly throwing off the current. The 
platinum terminals melted on 16 watts, hut the rod showed no color. As 
in the preceding feldspars there are bands at 2, 2.88, 3.1, 4.1, 4.5, and 7 /t. 
The absorption band at 4.8 /x seems to be shifted to 4.5 /i in the cmis.sion 
spectrum. Curve c shows the distribution of energy when the rod (another 
sample, plotted to a different scale) was heated until viscous, see fig. 91. 
cm 



AMPriiBOLE (Tremolixe?) [CaM:g8(Si08)d. 

(Rod 6 by 1.5 mm. Enerp supplied, 2 (?) and 4.8 watts. Curves a and 6, fig. 67. 
Transmission, Carnegie Publication No. 65, p. 64.) 

At the highest energy consumption the color of the filament was a light 
yellow, corresponding to a temperature of 1200 to 1300°. The emission 
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curve is quite different from the preceding, due in part to the higher tem¬ 
perature. The absorption band at 6 /z appears as a depression in the 
emission spectrum. x 

WOLLASTONITE (CaSlOs). 

(Rod lo mm. long, tapering from 3 to 4 mm. diameter. Energy supplied, 18 watts. 

Curves a and b, fig. 68.) 

This rod was made from a pure transparent glass, supplied by Dr. 
Allen of the Geophysical Laboratory of the Carnegie Institution of Wash¬ 
ington, which became a white crystalline mass on melting in the oxy- 
hydrogen flame. It was rendered conducting with difficulty, and could 
not be heated uniformly. 



The silicate band at 2.9 /t is prominent, while a new band appears at 
3.7 //. Curve b gives the emission from the coolest side of the rod, while 
curve a represents the emission from the hottest side. The latter is an 
excellent illustration of the rapid increase in intensity with temperature, 
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of the emission bands on the side of the spectrum toward the short wave¬ 
lengths. Further examples will be found in figs. 77 and 78. In this and 
in the preceding substance the emission bands arc not so sharp as usual, 
which may be due to the greater molecular weight of the base. 

Porcelain (Pyrometer Tubino). 

(Hollow rod IS by 2 mm. (hole i mm.). I^nergy supplied, 9.2 watts. Fig. 69.) 

The sample of pyrometer tubing examined was healed to a light-red 
color (1400°) to keep it condiicling. The energy si)cctrum is marked for 



its strong emission, with sharp maxima at 1.8, 2.1, 2.83, 3.7, 4.1, ami 
4.5 fi, and with indications of bands beyond 6 /<. Porcelain is made from 
a hydrous aluminum silicate. 

Glass (“Soft Glass”). 

(Rod 3 by 2 mm., heated to dull red color. Curve a, fig. 70. Transmimion, 
Carnegie Publication No. 65, p. 65.) 

The substance examined wa.s a piece of ordinary "soft” white glass 
tubing, drawn into a solid rod. There are emission bands at 2, 2.86, 3.6, 
4.4, and 5.5 /t. 

Magnesia (Pyrometer Tiramo). 

(Hollow rod, 12 by 1.5 mm. (hole i mm.). Energy supplied, 6.6 watts. Curve b, fig. 70.) 

This material is used to insulate thermo-couples, and conducts only at 
high temperatures. It is probably a mixture of magnesium oxide (see 
fig. 80) and silica. The temperature was probably 1200° to 1400®. The 




COBALT GLASS. 


emission spectrum is conspicuous for two regions of strong emissivity at 
1.6 and 5 //, respectively, with a deep depression at 3.5 /i. The emission 
bands at 1.6, 2.7, 5, 5.5, and 7.1 /x are not weU resolved, but their presence 
can not be doubted. 



Fig. 70.— Glass (o); Magnesia. 


Glass (Cobalt Blue). 

(Rod 12 by 2 mm. Energy supplied, 5.4 and 7.5 watts. Curves a and &, fig. 71.) 

This rod was heated to a dull red. The emission spectrum is quite 
different from that of soft glass, but there are not such prominent bands 


Cobalt glass. 
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as one might expect from a knowledge of the absorption bands at i.6 and 
2.2 jjL to be noticed in fig. 37. The silicate band at 2.87 /( is prominent. 
Other bands occur at 2, 3.6, 4.6, and 5.5 /l, respectively. 

Spodumene [LiAKSiOiOd. 

(From Pennington County, South Dakota. Irregular rod, la l)y 1.5 min. Energy 
supplied, 5.7 and 9.5 watts. Curves a ami b, lig. 7a.) 

This mineral contains cerium, lanthanum, and other “rare earth.s” a.s 
impurities. It can be melted in a blast Ilame. C’on.siderable liglU was 
emitted, due to the presence of im])urities. The emission spectrum shows 
the silicate band, sharply defined at 2.88/t, with other bands at 2, 4.1, 4.5, 
4.9, and 6.5 /a 



Fui. p. SinxlimiCTir. 

Beryi, [BeiAIs(.SiOa)«1. 

(Rod 10 by 3 mm. Energy, 7 to 8 watts. Curve «, fig. 73.) 

The rod was an opalescent milky glas.s, although the original cry.slal 
was a transparent green. The temperature was prcjbably noo^h I'he 
emission spectrum is unusual in appearance, with a .sharj) maximum 
superposed upon it at 2.8 /t. Other ill-defined maxima appear to be at 
1.7, 2.4, 2.9, 3.6, 4.4, and 4.8 /JL. 






Rutile (TiOa). 

(Flat plate 8 mm. long, tapering from 1,5 to 1.8 mm. wide and 0.25 mm. thick. Energy 
supplied, 6 watts. Curve b, fig. 73. Transmission, Carnegie Publication No. 65, p. 67.) 

This mineral was heated to a bright red color corresponding to a 
temperature of perhaps 1000°. The emission spectrum shows maxima at 
2.4, 3.2, 5,5, and 7.0 //. The transmission spectrum is too low to show 
these as absorption bands; but the band at 3.1 /t is visible in the trans¬ 
mission spectrum of brookite (TiOj). This substance is a good conductor 
of electricity at this temperature, but a very poor radiator of light rays. 

cm 



Topaz [(AlF)2Si04l. 

(Rod 13 mm. long, 2 to 2.5 mm. diameter. Energy supplied, 0.05 and 0.07 ampere, — 
probably 15 to 21 watts. Curves a and 6, fig. 74.) 

This rod was built up from the massive transparent mineral, and 
rendered conducting by the vapor set free from the albite cement used to 
secure the platinum terminals to the rod. The vapor left a narrow con- 
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ducting streak along one side of the rod, which heated the topaz, 
curve is conspicuous for the sharpness of its emission bands, which 
at 1.4, 2.85, 4.1, 4.5, and 7.5 //. 



0( 


Fio. 74 . — Topaa^ 
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Apatite [CasFCPOOs]. 

(Rod 12 by 1.5 mm. Energy supplied, 9.3 and 11.8 watts. Curves a and 6, fig. 75. 
Transmission, Carnegie Publication No. 65, p. 58.) 

The emission spectrum shows emission bands at 2.9 and 4.5 ft. The 
rod was made from a dark massive specimen which may have contained 
sihca, whence the band at 2.9 // in both the emission and absorption spec¬ 



trum. On the other hand, many oxides, known to be free from silica, 
have a strong emission band in this region, from which it would appear 
that this band is characteristic of the oxides. 

Alumutum Oxide (AI2O3). 

(Rod 14 mm. long, tapering from 2.5 to 3 mm. in diameter. Energy supplied, 0.025 
0.115 ampere. Curves a and &, fig. 76.) 

The rod was built up from the pure powder in an oxy-hydrogen flame. 
The emission curve is conspicuous for the great variation in intensity of 
its emission bands which occur at 1.4, 2, 3.1, 4.7, 5.2, and 7.5(?) The 
emission curve differs but little from the one of topaz except that the latter 
has the silicate band at 2.85 /i. In fig. 65, curve c shows the radiation 
from a rod made from alumina and i per cent of feldspar, and curve J, 
fig. 65, gives the radiation from a rod made of alumina and i per cent of 
silica. In both cases the silica band at 2.87 is superposed upon the 
spectrum of the aluminum oxide. 
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Zirconium Oxide (ZrOa). 

(Rod 5 by 1.4 mm. Energy consumption, 3.5 (900°), 4.8, 5.8, 7.5 watts, curves 
a, b, c, d, fig. 77; 9.6, 12.1, and 14.S (1400°) watts, curves a, b, c, fig. 78.) 

The specimen examined was a fragment from a furnace wall. Il 
probably contained some “binder,” although from the curve for the pure 



material (fig. 79) the foreign substance contributed but little to the cmis.sion 
bands. The fine platinum terminals were wound around the ends of the 
rod which was about 10 mm. long (5 mm. between the terminals). 

The curves are conspicuous for their sharp emission band at 4.3 /i, 
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wMch remains superposed upon the continuous background even at a 
bright yellow heat, corresponding to a temperature of about, 1400°. 



This series of energy curves is one of the best illustrations yet recorded 
of the gradual shift of the maximum of intensity of emission toward the 
s ort wave-lengths with rise in temperature. On an energy consumption 
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of 3.5 wattSj the maximum of the envelope of these emission bands lies at 
4 to 5 /(, and shifts steadily to the short wave-lengths, being at about 1.8 
for an energy consumption of 14.5 watts. The pure oxide is not an efficient 
radiator of white light, and only becomes so when a small amount of cerium 
or thorium oxide is added, which combination is the Ncrnst glower already 
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Fio. 78 .—•Zirconium mddo. 


mentioned. Aside from the sharp emission lines at 2.8 and 4.35 // there 
are wide hazy bands at 2 and 2.4 ju (appears on 7.5 watts), while from 
5 to 6 there is a wide band which is evidently unresolved, the maximum 
shifting toward the short wave-lengths with rise in temperature. The 
extraordinary rapidity which characterizes the growth of the eraissivity at 
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1.5 to 2 jU is worthy of notice. In one case where the ratio of emissivity 
at 4.3 /z for a given increase in energy is 50, it is almost 200 at 2 /z. In 
fig. 77 the curves are all for practically the same sensibility, 71, of the 
instrument. In fig. 78 the sensibility of the instrument was 60. These 
units are arbitrary, being the galvanometer deflections obtained by un¬ 
balancing the bolometer by a constant amount. For this substance the 
radiating rod was short and the voltage too low to be measured with the 
electro-static voltmeter. The ordinary voltmeter used affected the tem¬ 
perature of the radiator shghtly, so that the energy consumption recorded 
is not so accurate as in the other observations. 

EMISSION SPECTRA OF SOLIDS ON NERNST “HEATER TUBE.” 

In examining the radiation from solids placed upon a heater it is pos¬ 
sible to have some of the radiation from the latter transmitted through 
the former. If the substance to be examined is in the form of a fine powder 
and the layer is from 0.5 to 1.5 mm. thick there is but little chance for 
the radiation to be transmitted from the heater. This fact enables one to 
study the selective emission of solids which can not be formed into solid 
rods, and is applied in studying the following hst of substance. 

ZmcONiUM Oxide (Zr02). 

(Layer of oxide 0.8 to 1.5 mm . thick, on Nernst heater tube from which the clay 
covering had been removed. Fig. 79, curves a, b, and c.) 

The zirconium oxide was heated to a dull red, which was somewhat 
lower than for the rod heated electrically (curve a, fig. 77). Curves a and 
c give the emission of different samples of the commercial product, the 
electrical properties of the latter being very bad when used for the body 
of a glower. Curve b shows the emission of a sample which has good 
electrical properties. It contained less than o.oi per cent of silica, and 
was the purest obtainable sample. From this it is evident that the sharp 
maxima are not due to silica. The emission spectra are very similar and 
are conspicuous for two sharp emission bands, with maxima at 2.78 /z 
(curve a, maximum at 2.83 /z) and at 4.3 n, respectively. Smaller maxima 
appear at 2, 2.4, 3.2, 4.7, and 5.4 fx. From a comparison of these curves 
with those given in figs. 77 and 78 it appears that in the latter sample the 
“binder” used, probably yttria, has but httle influence upon the sharp 
emission bands. 

Magnesium Oxide (MgO). 

(Curve c, fig. 80.) 

The magnesium oxide (curve c, fig. 80) spectrum shows two wide 
bands at 3 and 5.3 fi, respectively, with a smaller band at 2.1 /z. Some¬ 
what similar conditions were observed in fig. 70. 

In fig. 80, curve a gives the emission spectrum of the material used in 
a Nernst glower placed upon a heater-tube. The general outline, and 







especially the emission bands, are to be observed in the radiation curves 
of the glower, given in fig. 57. In curve h, fig. 80, is shown the emission 
spectrum of a commercial “heater-tube.” The covering is some refractory 
substance, perhaps containing aluminum oxide and a silicate binder. 
There is a sharp band at 2.85 fx and hazy bands at 4.7, 5.3, and 6.3 //. 



Uranium Oxide (UaOo); Cerium Oxide (CeOa); Thorium Oxide (ThOa). 

(Curve a—UaOa; &»»>ThOa; c">CeOa; fig, 81,) 

The uranium oxide is a greenish-brown powder which gives a smooth 
continuous spectrum with hazy maxima at 2.8 and 3.4 /i, respectively. 

The thorium oxide, curve b, shows no marked emission bands, and the 
whole spectrum is suppressed to 7 Beyond this point the emissivity is 
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high, corresponding closely to that of a complete radiator, as was shown 
by Rubens, using a gas-mantle of this material. 

The cerium-oxide curve shows a strong emission at 2 to 3 /i, as was 
found by Rubens, with possible bands at 4.4 and 7.5 fi. It was shown by 
Rubens that beyond 7 ix the emissivity approaches that of a complete 
radiator. 



In the Auer gas mantle (90 per cent ThOj + i per cent CeOj) the cerium 
oxide acts as a sensitizer does on a photographic plate, by making an ab¬ 
sorption band in one region of the spectrum without affecting the rest. 

The energy curve of an electrically heated filament of the same com¬ 
position as the Auer mantle is given in the Bulletin of the Bureau of 
Standards, vol. 5, No. 2, 1908. The energy curve is entirely different 






INFRA-RED EMISSION SPECTRA. 


II4 



Fio. 81 . — Uranium oxide ( 0 ); Thorium oxide (J); Cerium oxide. 


from that of the Auer mantle, being similar to that of the Nernst glower. 
This is no doubt due to the greater thickness of the radiating layer, which 
emits a more nearly saturated radiation in the region of i to 3 /i, as well 
as in the remainder of the spectrum. 
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Beryllium Oxide (BeO); Silicon Oxide (SiOz); Vanadium Oxide (VsOs). 

(Curve o=BeO; b and c=Si02; fig. 82.) 

The beryllium-oxide emission spectrum is smooth, with two wide 
maxima at 3.5 and 5 /i, respectively. The temperature was such that a 
faint red showed through the interstices of the layer of white oxide. 

^ The silicon-dioxide (quartz, French flint) curve shows bands at 2.2, 
2.83, 3.7, 4.4, and 5.3 71, which coincide with the absorption bands (see 
Carnegie Publication No. 65, p. 21). For curve c the layer of silica was 1.4 
mm. For curve b (thinner layer) the surface temperature was about 800°. 



The vanadium oxide in the preliminary examination showed no emis¬ 
sion bands. The substance is a black powder, which melted at a low red 
heat, and no further examination was made into its emission spectrum, 
which was similar to that of carbon. Curve d, fig. 82, shows the emission 
band of pure feldspar placed on the heater. 



Yttrium Oxide (Y2O3). 

(Curves a and b, fig. 83; curves a, 6, c, fig. 84.) 

The surface color in the two cases (fig. 83) was a deep and a bright 
red, corresponding to a temperature of 900° to 1000°. The two curves 
are similar in appearance, showing emission maxima at 2, 2.76, 3, 3.6, 4.6, 
and 6.9 //, respectively, the latter band being unusually sharp. It will be 
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Fio. 84. — Yttrium oxide. 

shown presently, in fig. 92, that this sharp band may be due to a suppres¬ 
sion of the radiation at 6 fi, caused by a band of metallic reflection at this 
point. However, bands of metallic reflection ore not common at these 
short wave-lengths, so that the maximum at 6.9 /i may be a true emission 
band. 

In fig. 84 are shown the emission curves of three additional samples of 
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yttrium oxide, of unknown purity, all of which were a beautiful yellow 
color, as compared with the sample given in fig. 83, which was a yellowish- 
white. These samples were obtained by fractional precipitation from the 
sulphate of yttrium by means of oxalic acid. The precipitation, however, 
was not carried out to the extent of obtaining yttrium, erbium, and ytter¬ 
bium oxides separately. In these curves the prominent bands of fig. 83, 
with maxima at 2 and 2.75 //, are suppressed, and the small bands of the 
latter at 3 and 6.8 are the most prominent. These three samples were 
heated so that the surface appeared a dull red, the sample for curve b 
being the hottest. The emission bands occur in two groups, at 3 and 
6.8 n, respectively, just as was found in the oxides of zirconium and mag¬ 
nesium. There are sharp maxima at 2.8, 3.15, and 6.75 //, and smaller 
bands at 2, 3.9, and 5.2 /x, respectively. 



Eebium Oxide (Er20s). 

(Curves a and 6, fig. 85.) 

Curve a shows the emission of a layer of the oxide formed by decom¬ 
posing a solution of the nitrate on a strip of platinum, heated electrically. 
Curve b gives the distribution of energy of a layer of the oxide on a heater- 
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tube. The two spectra are similar, with a sharp emission band at 2.85 fx. 
Other maxima appear at 2, 3.2, 4.1, 5, and 7.5 //. The general outline of 
the spectrum is similar to that of yttrium. 

Neodymium Oxide (NdO); Manganous Oxide (MnO). 

(Curve a, NdO; curve b, MnO; fig. 86.) 

The neodymium oxide was deposited in a thick layer upon a strip of 
platinum, by evaporation from a solution of the nitrate. The radiation 
curve shows maxima at 3, 4.4, and 4.83 /i. Beyond 6 fi the emissivity is 
strong and not unlike that of cerium and thorium. The scale of emissivity 
is one-half of the curve for MnO. 



The manganous oxide was a grayish-brown color. I'hc thickness of 
the layer upon the “heater-tube” was about 1.2 mm. The radiating 
surface was a dull red. The spectral radiation curve is uniformly smooth 
throughout its whole length, with but a slight depression at 3.2 ft to be 
noticed in numerous oxides. In these two curves the sensibility of the 
instrument is different, as is frequently the case. 

Zinc Oxide (ZnO); Lead Oxide (PbO). 

(Curve a, ZnO; curve b and c, litharge (PbO), curves e and /, platinum; fig. 87.) 

The zinc oxide became a yellowish-green on heating, resuming its 
former white color on cooling. In spite of this selective emission in the 
visible spectrum, the distribution of energy in the infra-red is uniform, 
with the usual depression at 3.2 fi. Lead oxide (“litharge”) melts at a low 
temperature. On heating the color changes from orange to deep red. 
Curve b, fig. 87, shows the distribution of energy for the oxide after it had 
melted into a smooth mass and solidified. Curve c shows the emissivity 
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from an unmelted surface. The depression at 3.3 is marked, and at 
5.5 II there is a possible emission band. The thickness of the layer was at 
least 1.2 mm. 

Curves e and/show the emission of a strip of platinum. No depression 
appears at 3.3 fx, from which it would appear that the depression at 3.3 // 
is a characteristic of the oxides and not due to absorption in the instrument. 



Iron Oxide (FeaOa); Copper Oxide (CuO). 

(Curves a and b, Fe203; curves c, d e, CuO; fig. 88.) 

The iron oxide used was red hematite, or “rouge.” The layer on the 
heater-tube was 1.5 mm., heated to redness, 800°. The energy curve is 
smooth, except a depression at 3.2 //. The copper-oxide layer was 1.5 mm., 
heated to a deep red. The energy curve is smooth, except the slight 
depression at 3.2 pt. 

Cobalt Oxide (C02O3); Chromiixm Oxide (Cr203); Stannic Acid (Sn02). 

(Curve o=Co 203 ; curves b and c, Cr203; curve d, Sn02; fig. 89. Sensibility 80, 85, 
and 73, respectively. Temperature 800° to 900°). 

The cobalt-oxide curve is smooth throughout, except the depression at 
3 /^- 

Chromium oxide is green in color, and emits a fairly smooth spectrum 
with a possible maximum at 5 /t. The depression at 3.2 /t is prominent. 

Stannic acid is grayish-white in color, but, unlike many of the white 
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oxides, it emits a continuous spectrum. The depression at 3.2 is small. 
The transmission bands in cassiterite, SnOj, were found to be small. 



0 I 2 3 4 5 6 7 Q/J. 


Fio. 88. — Iron oxide, (a) (i); Copper oxide. 



Nickel Oxide (NiO); Calcium Sulphate (CaS04+allaO). 

(Curves a, b, c- NiO; curve £Z-=CaS04; fig. go. Temperature about goo“ Trans¬ 
mission, Carnegie Publication No. 65, p. 18; curve b, fig. 2.) 

The nickcl-oxidc surface was rougher than for the other oxides, 
hence not so uniformly heated. At the highest temperature the de- 
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pression at 3.3 // is very marked, while at the lower temperatures it is 
not so deep. 

The calcium sulphate used was a thick, smooth layer of “plaster of 
paris,” which dehydrated (at least in part) at the red heat used. The 
emission bands at 2, 3.2, 4.65, and 6.3 fi coincide in intensity and position 
with the absorption bands found in previous work (see Carnegie Publica¬ 
tion No. 65, fig. 4). The Imnd at 4.65 /t is shifted from its position at 



4.55 /f in anhytlrile (CaSOJ, but coincides with the partially dehydrated 
seicnite (CaSC)4 1 2lla()) given in Carnegie Publication No. 65, figs. 3 and 4. 

The absence of the band usually found at 2.8 n may indicate that it is 
not due to water. Paschen found an emission band of water at 2.83 fi in 
the Bunsen flame. 

CAtciUM Oxide (CaO); TwcALcroM Phosphate [CaatPOOd. 

(Curves a and &“CaO; curve c—CaafPO^)*; fig. 91.) 

The surfaces of these two substances were at a dull red heat. The 
calcium-oxide layer was somewhat cracked, but not sufficient to interfere 
with the radiation. The layer of oxide in each case was about 1.2 mm. 

The calcium-oxide emission curve is conspicuous for its two sharp 
maxima, at 2.8 ft and at 4.75 jx, respectively, and a high emissivity at 8 n, 
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which is not unlike that of cerium and thorium oxides, observed by Rubens. 
Smaller bands appear at 2.4, 3.3, and 4 p.. The calcium oxide was heated 
to a bright red before mounting it upon the heater-tube, and was apparently 
free from the carbonate (fig. 92). Since there are no emission bands 
belonging to that substance, it appears that the water used in making the 
CaO into a paste was entirely expelled. 



01234567 8/m 

Fio. 91. — Calcium oxide (o); (b)\ Tricalclum phosphalo. 


The tricalcium phosphate has two marked emission bands, at 2.85 and 
4.75 respectively, and smaller bands at 2 p and 6.2 p. The emission 
spectrum is unusually similar to that of apatite (fig. 75). 

A chemical analysis of calcium oxide, by Dr. H. C. P. Weber, showed 
no weighable amount of silica. This shows that the band at 2.8 p is not 
due to silica. 

Calcite (CaCOs). 

(Curves a and b, fig. 92, Transmission, Carnegie Publication No. 65, p. 70.) 

The sample examined was a layer of finely ground white marble. The 
surface color in the two cases corresponded to about 900° and 1000°, re¬ 
spectively. The emission curve is of interest on account of the two types 
of emission it contains. In the region of 6.7 p calcite has a band of strong 
selective, “metallic,” reflection. In this region of the spectrum the emis- 
sivity is proportional to the reflecting power, thus placing in the class with 
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metals. Here the emission is actually suppressed, and we have an emission 
minimum instead of a maximum, as will be described in the following 
chapter. In the remaining part of the spectrum the emission is propor¬ 



tional to the absorption. The emission bands at 2, 2.7, 3.5, 3-9j 4 « 7 j 
5.5 fi coincide with the absorption bands previoudy observed. The ap¬ 
parent maximum at 7.3 is due to the suppression of the radiation at 
6.8 }L This fact can, of course, only be determined from a knowledge of 
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the reflecting power of the substance under examination. The maximum 
reflection and the minimum emission do not coincide on account of the 
high reflecting power on the side toward the long wave-lengths, which 
suppresses the emission curve, thus shifting its minimum farther into the 
infra-red. The only other example heretofore investigated is by Rosen¬ 
thal,^ for quartz, which will be described in the next chapter. The band 
at 4.7 fji is of interest since it occurs in CO and CO2 in the vacuum tube 
radiation (see Carnegie Publication No. 35), and is in common with the 
carbonates and the sulphates. 


RELATION BETWEEN EMISSIVITY AND ENERGY CONSUMl'TK^N. 

The substances just described must have one or both of two kinds of 
spectral energy distribution, due (i) to the general absorption which is 
present to some extent, however small, and which gives rise to a continuous 
spectrum, and (2) to bands of selective absorption which give rise to 
emission bands. 

The object in examining the isochromatic radiation curves of the 
aforesaid solids is to determine whether or not the observed sharp emis¬ 
sion bands behave like spectral lines, or like bands which include a con¬ 
siderable portion of the spectrum. If the observed bands behave like 
those of a gas, the emission must be proportional to the energy sui>i)lie(]. 

If the radiation is similar to 
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the complex and highly damped 
emission of a solid, e.g. plati¬ 
num, the isochromatics cannot be 
straight lines, but must be similar 


0 

Fig. 93.- 


12 3 4 S Watts 

- Isochromatic radiation curves of platinum. 


A complete radiator emits 
energy, however small the 
amount, of all wave-lengths, 
whatever its temperature above 
the absolute zero. I’he isochro¬ 
matic energy curves must, there¬ 
fore, all begin at the origin of 
the energy axis; and they may 
have a double curvature. This 
is well illustrated in fig. 93 for 
the isochromatic radiation curve 
of platinum at 2.752 //. The 


platinum strip was 50 by 1.5 by 0.02 mm., in an exhausted glass bulb, with 
a fluorite window. In this figure the graphs of wave-lengths -1 = i .804 fi and 
^=1.968 /j. intersect at 2.8 watts, showing that the maximum of the energy 
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It is interesting to note that the point of inflection in the curves oc¬ 
curs when the isochromatic wave-length is identical with the wave-length 
^maxj (^max)* This, of course, is due to the well-known property of spec¬ 
tral emission of a complete radiator, or a metal, in which the emissivity 
in the short wave-lengths increases more rapidly than on the long wave¬ 
length side of the maximum emission. 

On the other hand, the graph showing the relation between the emis¬ 
sivity of a spectrum line and the energy supplied should intersect the 
energy axis at a distance from its origin, corresponding to the energy (a 
finite amount) required for excitation, which is different for different 
spectral lines. This is a well-known property of spectral lines, being inde¬ 
pendent of the wave-length. 
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Furthermore, if we follow the common line of reasoning (see Kayser’s 
Spectroscopy, vol. II, pp. 59, 245, and 331) and consider the separate 
lines as a part of an energy curve, obtained by drawing the envelope 
through the highest points of the separate emission bands, then the maxi¬ 
mum of the envelope must shift 
toward the short wave-lengths 
with increase in energy con¬ 
sumption, and the slant of the 
isochromatics must be similar 
to those of platinum (fig. 93). 

It is difficult to conceive how 
this is possible with discrete 
spectral lines which require the 
application of a certain amount 
of energy to excite them. The 
change of the emission curves 
of the Nernst glower from a 
discontinuous into a continuous 
one has already been noticed. 

They illustrate this envelope 
type of energy curve just men¬ 
tioned. But it seems more 
probable that this is due to the 
rapid growth of the general 
emission of the intervening fre¬ 
quencies, which, with a doubtful broadening of the emission bands, oblit¬ 
erates the selective emission at high temperatures. In fig. 94 are shown 
the isochromatic energy curves of a Nernst glower, the values being 
taken from fig. 57. In fig. 95 are given a series of isochromatics for a 
110-volt glower 1.4 cm. long and 1.4 mm. diameter. The current was 
supplied from a 2000-volt 600-watt transformer on a no-volt circuit. 
The energy supply was regulated by means of resistances in the primary. 








: 






J! 






j 

u 

/ 






// 

f 

a> 

/> 





A 







f 
















-8M 




Sr— 





0 2 4 6 8/0 izwatts 

Fig. p 4. — Isochromatic radiation curves of Nernst glower. 
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The voltage was obtained with a multiple-cell electrostatic voltmeter. The 
curves for the intensest part of the spectrum pass through a double cur¬ 
vature and have the general outline of that of platinum. The normal 
burning is 8o watts and above that point the isochromatics appear to 



show a slight increase in curvature. The intersection of the graphs for 
wave-lengths >1= 1.206 ^ and A-1.633 P- at 73 watts ‘ shows that the maxi- 
mum of the spectral en ergy curve for this power consumption lies between 

^» None of the isochromatics, given in this paper, liave been correclecl for slil-widlh, 
which would change the observed energy consumption a few per cent. 






these two points, as previously observed. This "method of locating the 
maximum eliminates the correction for slit-width, and is an independent 
proof of the previous observations that the maximum of the energy curve 
for normal burning (8o watts) can not lie at such short wave-lengths as 
was observed by previous investigators. This, of course, is on the assump¬ 
tion that the glowers were of the same material, the base of which is zir¬ 
conium oxide with a small per cent of thorium or yttrium oxide. 

In Carnegie Publication No. 35, p. 318, it was shown that in the case 
of vacuum-tube radiation the intensity of the emission lines is proportional 
to the energy consumption. The graphs there obtained, showing the 
relation between current and emissivity of a spectral emission line, are 
curved, due to the fact that Ohm’s law does not hold for the vacuum-tube 
discharge. For the present examination, instruments were available to 
measure the energy consumption, when the graph ought to be a straight 
line, provided the partition of the energy emitted is in discrete lines. As 
a typical, selectively radiating solid, oligoclase was chosen on account of 
its sharp emission bands, and also on account of its homogeneity. A rod 
2.5 cm. long and 2 mm. diameter was prepared in an oxyhydrogen flame. 
The spectrometer slit was reduced to 5 mm. in length, which permitted 
the entrance of radiation from only about 5 mm. of the central part of the 
rod, which was a perfectly clear glass, free from air-bubbles. At the 
highest temperatures this central part showed a peculiar faint white “lumi¬ 
nescence” similar to the intense white noticeable in quartz when heated in 
the oxyhydrogen flame. The rod was thickened at the ends which seemed 
to prevent internal reflection of the radiation from the platinum terminals. 

The distribution of energy from the central portion of this rod is shown 
in curve c, fig. 66, \)n 29.4 watts. The ends of the 0.3 mm. platinum 
terminals within the glass rod were red hot. The rod was viscous, indi¬ 
cating a temperature of at least 1100° to 1200°; but no light was emitted 
other than the hazy white glow already mentioned, which is in marked 
contrast with the radiation from the platinum electrodes. A similar 
example is given in Wood’s Optics, page 457, where it is stated that sodium 
sulphate, in a loop of platinum wire, heated in a blast lamp, emits but 
little light, although the wire glows vividly. 

In fig. 96 are given the isochromatic emission curves of oligoclase at 
wave-lengths 2.048, 2.905, 4.445, and 6.082 //, respectively, for different 
values of power consumption. The graphs are for the same rod, under 
the same conditions of galvanometer sensibility and distance of the radiator 
from the silt. Two additional series of observations on different days, 
and using different adjustments, were made at wave-length 2.905 fx. Only 
one of these graphs was parallel with the one given in fig. 96, showing that 
there is a variation in the slant of the isochromatic curve, under different 
conditions. It will be noticed that, throughout the range investigated, the 
change in emissivity is proportional to the energy supplied, just as is true 
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of gases. It is possible that for some wave-lengths the thickness of the 
radiator was not sufficient to emit a saturated radiation, and this may ex¬ 
plain why the emissivity at 2.048 apparently does not follow the same 
law as do the other emission bands. In order to have a displacement of 
the maximum of emission, just as is known for solids emitting continuous 
spectra, it is necessary that the intensity of the emission at the short wave¬ 
lengths increase more rapidly than it does in the long wave-lengths. The 
2.048 (1 isochromatic slants only a little less from the normal than docs 



.1=6.082 p.. In this region of the spectrum there is a weak general ab¬ 
sorption, while the other wave-lengths are the maxima of selective emi.ssion 
(absorption) bands, and it is possible that what corresponds to the emis- 
sivity constant a of a complete radiator is different for the two kinds of 
radiation found in this substance. It is possible that the isochromatic at 
2.048 p undergoes a sudden change, curving sharply upward, at a higher 
temperature. The same is true of the platinum isochromatic at i p. In 
fact, it appears that the emissivity at 2.048 p must suddenly change in 
intensity, unless oligoclase is entirely different from the other substances 
examined; for, like the others, in the oxyhydrogen flame, it emits an intense 
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white light, although, as shown in curve c, fig. 66, the emissivity at 2 // 
is stiU weak when the temperature is close to the melting-point. 

In oligoclase it is not possible to locate so definitely, if at all, the position 
of the maximum of the envelope by the intersection of the isochromatics; 
for the lines show no tendency to curve, as in platinum, although at closely 
the same temperature. By the extrapolation of the 2.9 /x and the 4.4 /x 
isochromatics, the intersection (obtained after correcting for slit-width) is 
found to be at about 8.5 watts. The maximum emission would then He 
at about 3.5 /x, which is the position of the maximum of a complete radi¬ 
ator at 850° abs. (580° C.). On 29.4 watts, when the oligoclase was 
already viscous, indicating a temperature of 1100° to 1200° C. (melting- 
point 1300°), the maximum emission would have to lie at a much smaller 
wave-length than 3.5 /x, say at 2 /x, which is inconsistent with the observa¬ 
tions that the emission curve is but little different in outline from those 
obtained at lower temperatures, — there being no indication of a shifting 
of the energy distribution. It would therefore appear that it is not per¬ 
missible to consider the envelope, drawn through the emission maxima, as 
a criterion for judging the temperature of a substance like oligoclase. On 
the whole, it appears that the general emission, as distinguished from the 
bands of selective emission, is less intense in oligoclase than in most of the 
other silicates studied. Such a substance, if it would withstand high tem¬ 
peratures, would most nearly approach the ideal light producer. For, since 
the absorption coefficient is small throughout the region, to 3 jtx, where, in 
a continuous spectrum, the greatest amount of energy is emitted, the emis¬ 
sion spectrum would remain discontinuous, and only at the highest tem¬ 
peratures would the general emission become of importance, when a large 
amount of the energy radiated would be of wave-lengths affecting the eye. 

SUMMARY. 

In general, the results on the oxides furnish an excellent illustration 
of the shifting of the maximum of intensity of emission toward the short 
wave-lengths with rise in temperature, just as is known for solids emitting 
continuous spectra. In this respect the various emission curves of zirco¬ 
nium oxide are particularly conspicuous. In addition to what may be 
termed “ general emission,” in which the maximum shifts with rise in 
temperature, the curves of zirconium oxide are unique in having a sharp 
band of “ selective emission ” which does not shift nor broaden with rise 
in temperature. The results are not unlike those obtained by Anderson ^ 
for erbium oxide, in the visible spectrum. He found that the emission 
spectrum was not continuous, but consisted of bright bands superposed 
upon a continuous faint background. With rise in temperature the bands 
became more hazy in outline, and at very high temperatures the spectrum 
became continuous. If, according to Stark’s theory, the continuous spec- 

1 Anderson; Astrophys. Jour,, 26, p. 73, 1907. 
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trum is due to the presence of a large number of free electrons, this is to 
be expected. At low temperatures the electrical conductivity is small, and 
the emissivity is confined to particular bands caused by certain groups of 
electrons. With rise in temperature more electrons, extending over a wider 
range of wave-lengths, are excited to activity and the separate emission 
bands become merged into a continuous spectrum. This is not always 
true, however, in the present work. For example, the sharp emission band 
of zirconium oxide at 4.3 jn seems to retain the same intensity, superposed 
upon a continuous background of increasing intensity, irrespective of the 
temperature. In fact, many of the emission bands are as sharp as those 
found in gases. 

Many of these oxides have an emission band in common in the region 
of 2.85 /4, from which it would appear that this band may be due to the 
oxygen atom which is in common with all of them. Furthermore, the 
emission spectra, when smooth, generally show a depression at 3.2 {.l, for 
which no satisfactory explanation has been found. There are no atmos¬ 
pheric absorption bands in this region, and fluorite is not known (see 
fig. 29) to have absorption bands at this point (Paschen’s absorption curve 
for a 4 mm. plate shows an increase in absorption of 2 per cent from 2.75 
to 3.2 fj., maximum at about 3.1 fJ). The emission spectrum of platinum, 
carefully examined at the same time, showed no depression. The emission 
curve of the bare “heater-tube,” which consists of a porcelain tube wound 
with fine platinum wire, likewise gave a smooth emission curve similar to 
that of the platinum strip. On the whole, the present data indicate that 
the depression is a characteristic of the oxides. In other words, the oxides 
have a small (sometimes large) characteristic emission band at .1—2.8 to 
.1=3 and a second group of bands at 4.5 to 5 p.. If this be true, then it 
will be necessary to assign the cause of the selective emission to the element 
common to all the oxides, viz, to oxygen. It is well known that groups of 
atoms have characteristic bands; but, heretofore, no data has been at 
hand which, in any way, indicated the possibility of the characteristic 
bands being due to a particular atom in the group. 

The tentative conclusion that these emission bands in the oxides are 
due to oxygen atoms is perhaps to be expected, for the presence of traces 
of the universal impurity, silica, will not explain matters. The oxides are 
the most important and the most stable of all the important groups of 
chemical compounds; and the spectra of substances belonging to a particu¬ 
lar group are similar. But few substances are inert to the action of oxy¬ 
gen. The spectrum of oxygen (see Carnegie Publication No. 35, p. 49) 
shows absorption bands at 3.2 and 4.75 //. The emission spectra of CO 
and CO2 show bands in the region of 2.7 and 4.75 [l (Carnegie Publication 
^ 0 - 35 ; P- 3^3)* Oxygen in a vacuum-tube showed a strong emission band 

4-75 which, at the time the research was made, was ascribed to CO 
or CO2 supposed to be formed by the electrical discharge. In view of the 
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fact that, with rise in temperature, the COj emisaon band shifts toward 
that of CO, at 4.6 /z, and that eventually all three gases, CO^, CO, and O, 
when radiating by electrical excitation in a vacuum-tube, have their im¬ 
portant emission band in common at 4.75 /z, it does not seem unreaa)nable 
to assume that the latter maximum is due to the oxygen atom set free 
during the time intervening betw^een dissociation and recombination, 
brought about by the electrical discharge in the carbon oxides. 

In a broad sense the intensity and sharpness of the emission bands 
are a function of the electrical conductivity. The best insulators (strong 
bases), e.g., the refractory sUicates, the oxides of aluminium, zirconium, 
erbium, etc., have the sharpest emission bands, while the best electrical 
conductors, such as the oxides of cerium, iron, zinc, etc., have no sharp 
emission bands. The molecular weight of the base seems to affect the 
sharpness of the bands to as great an extent as does the electrical con¬ 
ductivity, the sharpest bands occurring as a rule in oxides of low basic 
molecular weight. These results, if true, are to be expected from our 
knowledge of the emission, absorption, and reflection of electrical con¬ 
ductors and insulators.^ 

Paschen, using the spectral energy curves of the oxides of iron and 
copper, found no variation of the emissivity constant, a, with rise in tem¬ 
perature, On the other hand, Lummer and Pringsheim, using the total 
radiation from these substances, found that the emissirity increased with 
rise in temperature. Such a change in emissirity is to be expected, for it 
can be shown that at the highest temperatures the emissivity constant, a, 
must decrease, otherwise a point would be reached where the emissivity 
is greater than that of a complete radiator. In the present curves, where 
sometimes at high temperatures the emission seems to be distributed into 
apparently two bands, the “constant” a, derived from the spectral energy 
curve of one band, may be different from that obtained from the total 
radiation measurements. This is illustrated in the present study of the 
Nernst glower, where Mendenhall and IngersoU,^ using total radiation, 
found no certain variation in a with rise in temperature. 

From one line of theoretical consideration, one might expect to find, 
with rise in temperature and the accompanying increase in the elecirical 
conductivity of the oxides, that the reflecting power increases. If this be 
true, then the spectral emission ought to become more continuous, as is 
found in the Nernst glower, and the emissivity constant, a, should retain 
a high value similar to that of metaUic electrical conductors. The value 
of a from the spectral radiation curve was foimd to decrease with rise^ in 
temperature, while Mendenhall and IngersoU found no certain variation 
in a, when measuring the total radiation. It is evident that experiments 

^ This subject has been thoroughly treated by Aschkinass: Ann. der Phys. (4), 17. P- 
960, 1905. 
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on the reflecting power of oxides at high temperatures will be necessary. 
The emissivity of the sharp spectral lines in a magnetic field will also 
require examination, although, on account of the wave-lengths involved, 
the possibility of obtaining results is not promising. 

It may be added that the well-defined maxima of emission are not 
affected by change in temperature, which is in marked contrast with the 
results of Konigsberger^ for the limited region of the visible spectrum. 
Whether the emission maxima at 2.85 ii and 4-75 presence 

of water, in the various minerals, remains to be determined. If they are 
due to water, then one would expect to find them in calcium sulphate 
(CaSO^-f 2H2O), as well as in calcium oxide (CaO; probably some CaOH). 
But in the sulphate no band was found at 2.9 //, where the emission should 
be the most intense if due to water. The band at 4.75 /i is characteristic 
of the sulphates (see Carnegie Publication No. 65). On the whole, the 
assumption that these bands arc due to the presence of water is no more 
satisfactory than to ascribe them to the common constituent, viz, oxygen. 

The isochromatics of oligoclase show that the emissivity is pro])ortional 
to the energy in-put, thus differing from the other solids investigated; but, 
in view of the fact that in the oxyhydrogen flame the oligoclase emits 
an intensely white light, it appears that the emissivity must suddenly 
undergo a change in the visible spectrum, and perhaps form a more con¬ 
tinuous spectrum in the infra-red. 

In considering the emissivity of these oxides in connection with the 
radiation from the sun which is a mixture of these substances in various 
conditions of temperature and physical state, and remembering that the 
tendency of the solids is to emit a continuous spectrum at high tempera¬ 
tures, it forms an interesting field for speculation as to what one ought to 
expect for the composite radiation from the solar surface. 'Phe available 
data show that gases radiating in a vacuum-tube and the metallic vapors 
in the arc have their strongest emission lines in the region of 1 /i. In the 
spark discharge the metallic vapors appear to have their maximum energy 
in the ultra-violet. With data provided by the Astrophysical Observatory 
(sec vol. 2 of the Annals), giving the distribution of energy in the normal 
solar spectrum, it has not been possible for me to compute a consistent Imax 
for different wave-lengths, nor a uniform value of the radiation constant a 
(the value of a varied from 21.9 at 0.4 /j,, 15.6 at 0.5 ft, ii.o at 0.6 ft, 7,8 at 
0.7// to 5.4 at 1.2 fi), by the methods given on a previous page, and it 
seems evident that these laws are not applicable. If, as the data herewith 
presented on the emissivity of the oxides seems to show (assuming tlic solar 
surface to be solid, electrolytic conductor as compared with a pure metal 
with high reflecting power) these radiation laws do not hold, how much 
less must they be true in the case of the solar surface in its real condition. 


* KOnigsberger: Ann, dcr l^hys. (4), 4, p. 796, 1901. 




CHAPTER in. 


RADIATION FROM SELECTIVELY REFLECTING BODIES, WITH 
SPECIAL REFERENCE TO THE MOON. 


In Carnegie Publication No. 65, p. no, on infra-red reflection spectra,^ 
the writer showed that all the silicates examined have a region of strong 
selective reflection in the region of 8 to 10 /x and discussed the effect this 
would have upon a reflecting surface like the earth, or the moon, which is 
composed largely of silicates. Since this discussion has brought forth 
comments favorable and unfavorable, in print and in private communica¬ 
tions, the purpose of the present paper is to summarize, in a general way, 
the present data bearing upon the subject, and to discuss certain points 
not mentioned in the previous communication. The computed temper¬ 
atures of the sun and of the moon derived in the present paper will be used 
in the subsequent calculations, which will be found to be in slight disagree¬ 
ment with the writer’s previous results. As a whole, it will be shown how 
easy it is to obtain estimated values which ultimately can have but little 
meaning other than a guide in experimental work. 


THE EFFECTIVE TEMPERATURE OF THE SUN. 

It has been shown by Poynting® that, when a surface is a complete 
radiator and absorber, its temperature can be determined at once by the 
fourth power law, if we know the rate at which it is radiating energy. If 
it radiates what it receives from the sun, then a knowledge of the solar 
constant enables us to find the temperature, which will be the highest tlie 
surface can attain when it is receiving heat only from the sun. Knowing 
the solar constant and the radiation constant (a« 5.32X10"® ergs Kurl- 
baum)* Poynting comi)utes the efTcctivc temperature of the sun. If s is 
the radius of the sun’s surface, R is the radiation per square centimeter; 
then the total rate of emission is 4ks^R. This must equal the radiation 
passing through the sphere of radius r, at the distance of the earth, and 
with a surface 4arr* gives 

47rri<«47rro 


where ^ is the solar constant. Hence R™ 46000 S. Using the solar 


1 Investigations of Infra-red Spectra, Parts HI and IV, published by the Carnegie Insti¬ 
tution of Wasliington, D, C., December, 1906. 

® Phil. Trans. Roy. Soc. Lond., vol. 202 a, p. 525, 1903. 

» Kurlbaum: Wied. Ann., 6s, p. 74^1 1898. 
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constant ^=2.5 gram calories per minute = 0.175Xio^ ergs per square 

centimeter per second, 0.805X10“ ergs. 

If we equate the sun’s radiation to o 0 \ where a is the radiation constant, 

we get d, the “effective temperature” of the sun, that is, the temperature 

of a full radiator which is emitting energy at the same rate. 

Thus, 5.35X10“® ^^==0.805X10“; whence ^=6200° abs. 

With each new determination, however, the solar constant is being 

reduced from the former high value, so that a more probable value‘ is 

about 2.1 gram calories per square centimeter per minute. 

Using this value of 5=2.1=0.147X10^ ergs per scpiare centimeter per 

second, „ ^ u 

i?=0.0676X10“, 

whence « o o -u 

0=5080° abs. 


This is somewhat closer to Wilson’value (5773° abs.), which he 
obtained by making a direct comparison of the radiation from the sun 
with that from a “full radiator” ® at a known temperature. 

Warburg^ has also computed the probable temperature of the sun. 
He assumes that the rate of radiation per degree is constant, and that the 
Stefan-Boltzmann law is applicable at all temperatures. For 5 ^^=2.54 
gram calories per second, the computed temperature is 6256° abs., and for 
5=2.17 gram calories per second, a temperature of 6014° abs. 

Fery and Millochau® have measured the temperature of the solar surface 
with a pyrometer. The mean value of the observed temperature, after 
correcting for atmospheric absorption, is 5620° abs. For different parts 
of the solar disk the temperatures vary from 5888° to 5()63° abs. 

Abbot (J,oc. cit.) gives a solar spectrum energy curve, deduced from 
bolometric measurements, in which the maximum occurs at 0.49 /t, with 
a possibility of the maximum® lying at about -1 = 0.46/c The eciuation 
-Imax const. = 2920, using the value of -1=0.46/9 gives a black-body 


1 Abbot: Smithsonian Miscellaneous Collections, vol. 45, p. Br, igo.i. See also his later 
results, Annals Astrophys- Obs., vol. 2, p. 99. 

^Wilson: Proc. Roy. Soc., vol. 6g, p. 312, ipor. 

^Poynling (loc. cit.) very aptly says: “A surface which absorbs and therefore emits every 
kind of radiation, is usually described as ‘black’, a descri[)tion which is obviously bad when 
the surface is luminous. It is much better described as ‘a full absorber’ or ‘a full radiator,’ ” 
t.c., a complete radiator, as distinguished from a partial radiator or so-called "non-black 
body.’’ In justice to Kirchhoff who was the first to give a clear discussion of this subject, it 
should be called the Kirchhoff radiator. 

^Warburg: Verb. Deutsch. Phys. Ges., i, p. 50, 1899. 

«Fery & Millochau: C. R., 143, pp. 505, 570, 731, 1906. 

“ The curve as drawn by Abbot is very asymmetrical and depressed on the side of the. short 
wave-length. From the data given, it is possible to draw the radiation curve more nymmetri- 
cal, as one would expect it to be, which shifts the maximum to al)out 0.46 /i. See also his later 
results, Annals Astrophys. Obs., vol. 2, which have been published since writing this paper. 
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temperature of about 6300° abs. One of the most refractory substances 
farthest removed from a full radiator in its emissive power is bright plati¬ 
num. For this substance the constant is 2630 instead of 2920. If the 
radiation from the sun is purely thermal it must lie between the “black 
body” and bright platinum in its radiating properties. 

If the sun radiates like platinum, from the equation 

^ = 2630, using 0.46 ft r = 5700° abs. 

The value of the sun’s temperature, viz, 5900°, used in the present compu¬ 
tations, is about the mean of the “ observed ” and the computed tempera¬ 
tures. From the results given in the preceding chapter, it is evident that 
the true temperature of the sun can not be determined by these methods. 


THE LIMITING TEMPERATURE OF TtlE SURFACE OF THE MOON. 

Poynting (loc. ciL) further shows that when there is no conduction 
inwards from the surface, the highest temperature of a full radiator is 
attained when its radiation is equal to the energy received. Equating the 
energy to the solar constant, using 6'=o.i75Xio’’ ergs 


whence 


5.3s —0.175X10^ 

0 —426® abs. 


which is the upi)cr limit of the tem])erature of the moon, assuming that it 
absorbs all the energy received from the sun. If part of the energy is 
reflected and only a fraction a; of that falling on it is absorbed, then the 
effective lunar temperature is 426 -^x abs. From Langley’s* estimate that 
the moon absorbs the energy it receives, Poynting (loc. cit.) computes 
the upper limit of temperature of the surface exposed to a zenith sun to be 

6/—426XQ)^ = 4I2° abs. 

But this upper limit to the temperature of the hottest part of an airless 
planet is never attained because the moon turns the same face to the 
earth instead of to the sun. He shows that, if N is the normal stream of 
radiation from a unit of surface of the moon immediately under the sun, 
the normal stream from the ccpiivalent flat disk is Nd—'jN. 

"The effective temperature of the flat disk is therefore that of the surface imme¬ 
diately under the sun at the same distance from it. Then the effective average temperature 
is 41a X -^1 — 37x° abs. The upper limit then, to the average effective temperature of the 
moon’s disk, is just belovir that of boiling water.” 

If we use S => 0.147 ^ instead of 0.175 X 10^, 0 — 408° abs. and the 
“ effective average temperature ” is 408 i = 350° abs. or 82° C. for 
the full moon. This assumes no conduction inwards. Evidently there 


» Langley: Nat. Acad. Sci,, vol. 4, part. 2, p. 197. 
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is some heat conducted inwards, for the results of Langley Qoc. cit.) show^ 
that the surface of the full moon is about 300° abs. 


FALL OF TEMPERATURE OF THE MOON DURING ECLIPSE. 


As already mentioned in Carnegie Publication No. 65, page no, 
Langley made observations on the eclipse of the sun on September 23, 
1885, which indicate a sudden and very rapid fall of energy received from 
the moon at the beginning of the eclipse, with some indications of a rise 
nearly as rapid after its conclusion. In Carnegie Publication No. 65, 
page 113, are plotted his observed galvanometer deflections during the 
progress of the eclipse. The observations were interrupted by the forma¬ 
tion of clouds just at the predicted time for the moon to leave the umbra. 
The curve shows that in the short time of about 1.5 liours, in jiassing from 
the penumbra to the umbra, the radiation from the west limb has fdlen 
from a maximum to a zero value. In other words, the fall of temperature 
is practically coincident with the change in illumination, and at first ap¬ 
peared to the writer^ to indicate that the greater part of llic observed 
energy is due to reflection. That the moon at mid-eclipse is still as warm 
as the earth is shown by the fact that the galvanometer gave zero (or only 
small positive) deflections. If the moon had been cooler than the earth, 
then the deflections would have been negative. Sulisecpient search of the 
literature on the subject shows that Very® found appreciable radiation from 
the moon during totality. The following computations show that this is 
to be expected. After about ii days of insolation the temperature of 
the sun-lit surface of the moon will be fairly constant. From the surface 
inwards there will be a layer which may be considered at a uniform tem¬ 
perature for the period of 1.5 hours, as compared with ii days. If, 
then, the moon were suddenly eclipsed, the fall of temperature of the 
surface with time (x=^o, assuming at time that = 300^^ abs.) 

is found from the equation 




ds 


do 

dl 


where /«=conductivity, density, and .?=-spedflc heal. The first term 
in the equation represents the energy lost by conduction (it is assumed 


»Very, Aatrophya. Jour., 8, pp. 273 and 274, iSgH, however, rmmls ''inferred eiTet tivc 
temperatures” as high as 455“ al)s. for limited regions of the moon, and (loe. rit., p. 2H6) a 
mean surface temperature of -1-97° C. The fa('t that the moon abaorlm energy frt»m the aun 
(the maximum of which is of short wave-lengths’) and emits energy of wavedenglha from 8 to 
10 where, on account of the prolmble high reflecting power, the emiwivity is very low, would 
explain why Mr. Very hfia found a temperature which is much higher than that of a complete 
radiator under similar conditions. 

“ Phys. Rev., 33, p. 347, 1906. 

"Very: Prize Essay on the Distribution of the Moon’s Heat, p. 40. Professor Very has 
called my attention to an error in Carnegie Publication No. 6$, p. iia, third line from the 
top: viz, “Plarrison (not Langley) reminds the reader ...” 
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that there is conduction in only one direction, hence the differential terms 
in y and z disappear). The second term represents the loss of heat by 
radiation from the surface; while the last term represents the change in 
temperature at the surface. The dependent variable enters here as a 
fourth power, and makes the solution diflicult. The computations are 
made for instantaneous eclipse, while in the actual case the shadow moves 
slowly across the surafcc. Hence the error due to neglecting conductivity 
is partly compensated by the slow eclipse. 

By neglecting conductivity from the interior, the temperature of the 
surface will fall more rapidly and wc have a steeper temperature decadence 
curve. The solution of the equation is very simple if we neglect conduc¬ 
tion, and is 


0 


0 , 




I 

ds 


for t in minutes, 76.6X10“^^ gram calories per square centimeter per 
minute, d~2, and 5«=o.2 (approximate values for rock material). Hence 

. _300I_ 

v I + 0.015 5^ 

In fig. 97 are j)lotte(l the temijcrature decadence curves for the radiation 
con.stanl rr, for 0.3 o (emissivity of iron oxide) and for o.i rr. The curves 
.show that for a full radiator the temperature would fall from 300° to 280° 
(room temi)erature when the bolometer would be in temperature equilib¬ 
rium witli the moon) in 17 minutes, for 0.3 o in 55 minutes, and for o.i cr 
in 140 minutes. The .solution for 0.1 cr and 0.3 a is, of course, only ap¬ 
proximate .since the emi.ssivity varies more nearly as the fifth power instead 
of tlie fourth power, as here used; and the computed temperatures should 
be .somewliat higher. I'hc computation i.s also made (fig. 97), assuming 
the temperature to be 350®. Here, for a complete radiator the temperature 
would fall from 350° to 280° in 38 minutes, and for 0.3 a in about 130 
minute.s. By including the conductivity term these periods would be con¬ 
siderably i)rolonge(l. The present .solution is close enough, however, to 
show that tlie temperature (300®) decadence curve is not coincident with 
the eclipse curve, unless the emissivity is of the order 0.3 o. Hence the 
writer’s^ previous surmise that at the beginning of totality radiation should 
still be api)reciable is substantiated, although the observations made by 
Langley seemed to contradict it. Very’s observations^ show that during 
totality of the eclipse of January 17, 1889, the radiation from the umbra 
of the eclipsed moon was about i per cent of the heat which was to be 
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expected from the full moon. Boeddicker^ also records that the minimum 
of the heat-effect falls decidedly later than the minimum illumination. 

REFLECTION AND RADIATION FROM THE MOON. 

Using the data just computed, we are now in a position to make a 
rough comparison of the relative amounts of energy reflected by and radi- 

,_ 1 ^^^ moon. In 

the short wave-lengths the 
reflecting power depends 
upon the refractive index, 
t while at 8 to lo/i the re- 

1 ^ fleeting power will depend 

20 upon the refractive index 

\ and the extinction coefficient 

!■ '‘.£5,3 cr (see Drude’s Optics, p. 336), 

_ and at all times will have a 

value, except at 7 fi. 

\ The reflecting power of the 

\ N, I moon is variously recorded * 

280 —V-- from 0.09 to 0.23, which val- 

ues arc several times higher 
\ than the refractive index of 

__ordinary rocks permits. 

's This seems to indicate in- 


The question is therefore 



the moon to the energy of 
the sun, reflected from the 


moon and of the sun (350 


20 40 60 80 too I20 i40mLnuc@,s. , . . 

,, , , . . , ivcly) given on the preceding 

1 '10.97.-—Lunar lemx)erature decadence during oclijjHB. i i 

pages arc employed. The 
values arc taken slightly lower, although it makes but slight dilTercnce in 
the final computation. We arc not so much concerned with the question 
as to where the maximum emission of the moon occurs as we are in the 
fact that, in the region of 8 to 10 fi, where Langley observed radiation from 
the moon, there is also reflected energy from the sun. From the transmis- 
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sion curves of the water vapor (curve c, fig. 102) it will be seen that in the 
region from 5 to 8 /( nearly all the energy will be absorbed by the earth’s 
atmosi)here. I'he reflecting power of the moon for visible rays, according 
to Langley {he. cii.), is only full sunlight. Assuming that at 9 /i 

the renecting power of the silicates is, on an average, 10 times that at 0.5 
to 4 /4, this value becomes 5 0 J 0 O' ur 0.00002. (This seems a fair estimate 
of ratio of the rellecting jKiwcr of the silicates at i and 9 pt. In the 
absence of belter data tliis solution can be only a rough approximation.) 

Using the above values for the temperature of the moon and of the 
sun, from Planck’s' formula for the distribution of the energy in the spec¬ 
trum of a completi' radiator (which, of course, the moon is not) 

we can obtain the ratio of the intensities for the two lemperalures r~35o° 
abs. and 7 \-^ $(.)Oo^ alis. from the formula 

Where Ca 14,500 and I 9/4. The ratio is 0,00316. But the moon, not 
being a perfect radiator, will have a smaller emissivity at 8 to 10 p. If 
its surface wt're iron oxide,® its emi.s.sivity would be only 0.3 that of a full 
radiator, and, for the region at () /<, judging from the drop in the emission 
curve (see C’arnegie Publication No. 65, p, iii) and the high renecting 
power of the .silicates, the emi.ssive ])ower may be Ic.ss than this, say o.i. 
I'his ratio of the erai.s.sive power of the moon to that of the sun will then 
be 0.000316, which i.s 16 times (0.000316-:- 0.00002) the reflected energy 
of the sun from the moon. If we had taken 300® as the temperature of 
the moon, then this ratio would be (0.00014 '7-0.00002) = 7 instead of 16. 
Uomputation.s^ like the.se, which recpiire all sorts of a.ssumptions, can be of 
little value ultimately. Any comjmtation can not be more than a rough 
aj)proximation, for the refli-cting power.s, observed up to 4 /i, will be too 
high, due to internal reflection. In the region of 8 to 10 p (for silicates) 
there can be but little if any internal reflection. Hence, the ratios just 
obtained are too low, but how much .so i.s diflkult to estimate because 
of the lack of data. We know that Langley observed also direct radia¬ 
tion from the sun, in this region of the sfiectrum, and from existing data 
of the radiation from the moon in thi.s region wc do not know how much of 
it i.s selectively reflected energy from the sun. The amount reflected must 
be small, but, .since the total amount emitted is also small, it is important 
to cstabli.sh the fact that there is selective reflection in this region. 


‘ Planck: Verb. Dcutai h. Phya. a, p. 202, 1900. 

^ Kayaer; Spectmscopy, vot. 2, p. 8a 

® Very: Aatnjphys. Juur., 24, p. 353, 1906, computes a much greater difference between 
the amount reOectetl and the amount emitted. 
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EMISSION FROM A PARTIAL RADIATOR. 

We have now to consider a problem which has heretofore not been 
discussed in connection with the radiation from the moon. Planck’s 
formula for the intensity of radiation at a given wave-length >1 in the spec¬ 
trum of a complete radiator is 

-1 

For any radiating body the emission where A is the absorption 

coefficient. But.4 ^ = i—(for “transparent media,” i.e., non-metals), 
where R is the reflecting power, and hence 


186 



Fio. 98. — Emission 8i>ectrum of copper oxide and of quart*, 335“ C. (Rosoiubtd). 

It follows therefore that a selectively reflecting body like quarts will 
be a partial radiatoF and that if we compare its radiation curves with 

of a romnlotp. radiator, there will he minima of inn in fhe rf'trinn 


PARTIAL RADIATORS. 


I4I 

of 8.5 and 9.03 This was predicted by Aschkinass^ and experimentally 
verified by Rosenthal,* with quartz, mica, and glass (see fig. 98). The 
latter found the observed emission curves of these substances to coincide 
precisely with the computed curves, using the observed reflecting power 
of these minerals and the observed emission curve of a full radiator at the 
same temperature. 

Since we have constantly before us examples of selective emission, such 
as the Welsbach mantle, and high temperature radiation of such metals 
as tungsten and tantalum, in the visible spectrum, it will be of interest to 
consider the radiation of several substances having bands of selective 
reflection in the infra-red. In fig. 99 is given an illustration of the marked 
effect of selective reflection upon emission. The extraordinary reflection 
of carborundum (SiC) has been found in only one other substance, viz. 



Fi(i. 90. — Reflection from carljorundum (a); Radiation of complete radiator at 300® aba. (i); 
Radiation from carborundum at 300® abs. (c). 

quartz, and in the latter it is the result of two well-defined bands, at 8.5 
and 9.03 (L The effect of such a band on the dispersion of this substance 
must be very marked. In fact, the unusual dispersion in the visible spec¬ 
trum found by others no doubt is greatly influenced by this band. In this 
figure are given the computed energy curve for a perfect radiator (using 
Planck’s formula ■— any temperature might have been selected instead of 
300° abs.) and the computed energy curve of carborundum at the same 

> Aschkinass: Verb. d. Deutsch. Phys. Ges., 17, p. loi, 1898. 

® Rosenthal: Ann. der Phys. (3), 68, p. 791, 1899. 
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temperature, using the formula where R is the observed 

reflecting power and E is the corresponding intensity of the full radiator. 
It will be noticed that the radiation will be highly selective, and that at 
10;« it approaches closely to that of the complete radiator. If, then, one 
were to observe the emission curve of carborundum, the maximum at lo 
would appear as an “emission band,” but its explanation is diflerent from 
that of emission bands of hot vapors, e.g., CO^ and HjO in the Bunsen 
flame. In fig. loo is given the observed reflection curve, a, of quartz, and 
the computed emission curves of a complete radiator, b, and of quartz, c, 
at a temperature of 400° abs. 



Fio. 100. — Reflecting power of quiirtz (a); EmisHion of compictc rmliutor nt 400® abs. (A): Kinlnaion 
curve (e) of quartz at 400® uha. 


In fig. 101 are given the computed cmi.ssion curvc.s, a and b, for a com¬ 
plete radiator, for temperatures 300° and 400° abs., respectively, and llic 
corresponding emission curves, c and d, of quartz, at the same temperature 
using the values of the reflecting power of quartz given by Rosenthal 
(loc. ciL). These values are somewhat lower than found by the writer. 
In general, the difference in the emissivity of the silicates and tiuit of a 
full radiator at 8 to 10 g would not be so marked as in (quartz. For mica 
(see Carnegie Publication No. 65) the emission minima would occur at 
9.1 and 9.8 /f, while for granite the emission minimum would extend from 
8.5 to 10 //. The combination would have an appreciable effect upon the 
radiation curve of a surface like that of the moon. Even, if we exclude 
atmospheric absorption, the cmis.sion curve (a, fig. 102) will not be smooth 
and continuous, as some writers seem to think. If we superpose atmos¬ 
pheric absorption, the emission curve of quartz (curve c, fig. loi) will be 
somewhat as shown in cu veb. fiff. Tra 
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I'D. 101.-- KmWon of complete radiator (a) and (t); Emission of quarta (computed). 


for a column of air no meters in length, containing 1.2 mm. precipitable 
water,‘ and i.s clue to Langley {loc. cit.). A thick layer would shift the 
maximum at 8 /< toward 8.3 /t found in the moon’s radiation curve. In 
fig. 103, curves a, c, and d .show some of Langley’s observed lunar radia- 


Fitj. los. • Kmiwion of qvmrli (curvM s and h)\ IranKuWon of air (Lanifloy). 


tion curves, and a.s a whole there is a close parallelism between the theo¬ 
retical curve from fig. 102, and the observ^ curves, at 10.7 /c, where we 
have to con.sider only atmospheric absorption. From 8 to 9 /c, however. 


1 Anniiri»r>tlo ivolik'V.unr 
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we have to consider the combined effect of atmospheric absorption, of 
incomplete emission of the moon (emission minima from 8.5 to 9.8//), 
and of selectively reflected energy from the sun. The latter will, no doubt, 
vary the most in intensity. The computed emission curve is the most 
intense at 10.2 /i, while the observed is the most intense at 8.3 /^ (sec fig. 103). 
This is to be expected if the observed energy curve is the composite of the 
selectively emitted energy of the moon, and the selectively reflected energy 
of the sun, which is selectively transmitted by the earth’s atmosphere. 
The selectively reflected energy of the sun would to a certain extent fill up 
the minima in the lunar emission curve, thus making it higher at 8.3 /t 
than at 10.2 [i, and, as far as our present knowledge goes, would explain 
the observed curves a, d, fig. 103, which lack a minimum at 8.5 /e As 


JET 



a whole, from whatever standpoint we view this matter we come to the 
same conclusion, viz, that in the region from 8 to lo /i the energy emitted 
from the moon consists of its own pro])cr radiation and of reflected energy 
from the sun. 

To sum up, we know that I.anglcy observed radiation from the moon 
in the region of 8 to 10 /e He observed also direct radiation from the sun 
in this same region; but we do not know how much of this is superi)osed 
upon the direct radiation from the moon due to the latter being sek'ctively 
reflecting in this region of the spectrum. As stated in Carnegie Publica¬ 
tion No. 65, page 115, computations which require all sorts of assump¬ 
tions will not settle the question. Bolometric comparison of the s[)ectrum 
energy curves of the sun and of the moon made at high altitudes will be 
of greater service in clearing up the matter. Very’s' suggestion of .search¬ 
ing for a solar image in the lunar image, with a delicate heat-measuring 
instrument covered by a screen with a pin-hole aperture, also deserves a 
thorough trial. Exception has been taken to the writer’s statement {loc. 
cit.) that, of the radiation observed by Langley in the lunar spectrum at 
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8 to 10 /X, we do not know how much is selectively reflected energy from 
the sun. But the writer maintains that just as soon as we admit the 
possibility of the moon being selectively reflecting in the region where it 
has its own proper radiation, then the use of glass^ as an absorbing screen 
for testing the quality of that radiation is inadmissible, although it does 
serve as a rough test of the reflected energy at 0.5 to 3 /x. For this purpose 
it has been serviceable, and when we consider the great difficulties under 
which such work must be carried on, and the numerous corrections that 
must be introduced (which at all times may be larger than the one for 
selective reflection), the use of a glass screen is not objectionable. 

Furthermore, wc have noticed that the silicates reflect as a transparent 
medium in all regions of the spectrum considered, except from 8 to 10/1, 
where it reflects like a metal. This means that the reflected energy in all 
these regions except 8 to 10 // will consist of two parts, viz, that reflected 
from the outer surface and that due to internal reflection. From 8 to 10 // 
there will be but little, if any, energy due to internal reflection. Hence, 
to use the reflected energy spectrum of the moon from 0.5 to 4as a means 
of estimating the amount of reflected energy at 8 to 10 /i is not a fair test, 
and, as used (for want of better data) in the present paper, can only serve as 
an a])proximation. As in the case of emission spectra, it ought to be possi¬ 
ble U) analyze a substance by means of its reflection bands. The constitu¬ 
tion of an isolated body like the moon, shining by reflected light, might thus 
be determined. '’J'his will i)robably never be po.ssible since terre.strial atmos- 
])heric ab.sorption will interfere with the ob.servations, while a far greater sen- 
sitivene.ss in the radiometers will have to be attained than now is po.ssible. 

From whatever stand])oint we view the matter, the conclusion is that 
the lunar surface must be diffusively, selectively reflecting, however small. 
Hence, in the stream of energy reflected in any direction from the lunar 
surface the density will be greatest for the wave-lengths of the bands of 
selective reflection. One would, therefore, expect to detect this difference 
in all direction.s, and not simply at the angle of reflection as suggested by 
Vt‘ry (loc. ciL). It is difficult to a])ply a thorough test which will deter¬ 
mine whether, and how much of, the energy from the moon is due to emis¬ 
sion, and how much is due to reflection of energy from the sun. A rigid 
comijari.son of the energy curves of the sun and the moon in this region 
would be of great value. The polarization of the radiation from the 
moon might also be of use in deciding this point. Pfund* has shown that 


* Various observers have compared the total radiation from the moon to that part which 
transmitted by gloM. Glass being opaque beyond 4 m was assumed to absorb the proper 
radiation from the moon, while the part transmitted by glass was considered to be reflected 
energy from the sun. Evidently if there is selectively reflected energy of the sun beyond 4 /*, 
then it will 1)€ superposed upon the direct radiation of the moon, and the use of a glass screen 
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the bands of residual rays reflected from calcite are elliptically polarized. 
Pfliiger^ studied the polarized radiation from tourmaline heated to high 
temperature. Further than this, nothing is known concerning the polari¬ 
zation of the radiation emitted by substances like the silicates; hence this 
test might not be very decisive. 

To subject the above conclusions to experiment in which the reflection 
of a rough surface is to be measured will be accompanied with difficulties 
because of the smallness of the surfaces that can be used.® In the case 
of the moon an image of the whole, or a greater part of the surface, may 
be projected upon the spectrometer slit. This means concentrating radia¬ 
tion which comes from a surface many miles in diameter, as compared 
with a surface which, when produced in the laboratory, amounts to only 
a few square centimeters. 


1 PflUger: Ann. der Phys., 7, p. 800, 1902. 

** Since writing this, Dr. A. Trowbridge, at the Washington meeting of the American 
Physical Society, April 24-25, 1908, described a scries of experiments on the diffuse reflection 
of infra-red energy, in which he showed that powdered (juartz has minima of diffuse reflec¬ 
tion in the regions where there are absorption bands (c. g., 2.95 /x), and reflection maxima 
at 8 to 9 fi, just as obtains for plane surfaces. This is an excellent illustration of the dif¬ 
ference of what corresponds to body color and surface color in the visilile spectrum (see 
Wood’s Optics, p. 352). It also illustrates the question of diffuse selective reflection discussed 
on. a previous page. 


APPENDIX I. 


THE EFFECT OF THE SURROUNDING MEDIUM UPON THE 
EMISSIVITY OF A SUBSTANCE. 

In most of the problems in radiation from substances the surrounding 
medium is air, and no account is taken of the refractive index, which is 
taken as unity. In a remarkable research on “The Formation of River 
Ice with Special Reference to Anchor Ice and Frazil,” by H. C. Barnes, 
it is shown that the surrounding medium plays an important part in the 
rate of cooling of the earth’s crust. 

In Canada, as well as other localities having high latitudes, three kinds 
of ice are observed, viz, sheet or surface ice, frazil ice, and anchor ice. 

Surface ice is found only in still water, and is caused by the loss of 
heat to the cooler atmosphere, by radiation and conduction from its sur¬ 
face. Thickening of the ice-sheet takes place downwards by conduction 
of heat through the ice to the air. 

Frazil ice is the Frcnch-Canadian term for fine spicular ice, from the 
French for forge-cinders, which it is supposed to resemble. It is found in 
all river.s or streams flowing too swiftly for the formation of surface ice. 
A dull, stormy day, with the wind blowing against the current, is produc¬ 
tive of the greate.st amount of frazil ice, which, like anchor ice, has a 
tendency to sink ui)on the slightest provocation, and to follow submerged 
channels until it reaches a quiet bay. Here it rises to the under side of 
the surface ice, to which it freezes, forming a spongy growth, attaining 
great tluckness; in some cases the author observed a depth of 8o feet of 
frazil ice. 

Anchor ice, as the name implies, is found attached or anchored to the 
bottom of a river or stream, and often attains a thickness of 5 to 6 feet. 
It is also called ground-ice, bottom-ice, and ground-gru. In a shallow, 
smooth-flowing river we are more likely to have anchor ice formed in 
excess, whereas in a deep and turbulent stream we are likely to have more 
frazil. In a river 30 to 40 feet deep anchor ice is almost unknown, al¬ 
though large quantities of frazil are met with. 

Barnes remarks that — 

The various facts of common observation in connection with anchor ice points to radia¬ 
tion OB the primal cause. Thus it is found that a bridge or cover prevents the formation of 
anchor ice underneath. Such a cover would act as a check to radiation, and reflect the heat- 
■waves back again to the bottoip. Anchor ice rarely forms under a layer of surface ice covered 
v/ith snow. It forms on dark rocks more readily than on light ones, which is in accord with 
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what is known in regard to the more copious radiation of heat from dark surfaces. Anchor 
ice never forms under a cloudy sky either by day or by night, no matter how severe the weather, 
but it forms very rapidly under a clear sky at night. Anchor ice is readily melted off under a 
bright sun. It seems highly probable, then, that radiation of heat supplies the necessary 
cooling to the bottom of a river to form the first layers of ice, after which the growth or build¬ 
ing up of the ice is aided by the entangling and freezing of frazil crystals, which are always 
present in the water. 

The author found that during rapid ice formation the water becomes 
slightly undercooled to the order of a few thousandths of a degree, and 
that the ice which is found is in a very adhesive state. On the cessation 
of cold weather the temperature of the water rises slightly above the 
freezing-point and the ice gradually melts. Anchor ice rises from the 
bottom in mild weather and also in extreme cold weather under the in¬ 
fluence of a bright sun, when it is dangerous to small boats. It is also 
known to lift and transport large boulders. On the other hand, a bright 
sun prevents the water from becoming undcrcoolcd and the formation of 
frazil ice. The author’s conclusion that anchor ice is formed by radiation 
rather than by conduction is practically the same as that o[ Tarcpiharson 
in 1841. 

At the request of the editor of the Monthly Weather Review, the writer’ 
has inquired into the aforesaid conclusions, which at first seemed unten¬ 
able. After considering various experimental data, it appears to the jirCvS- 
ent writer that the explanation of Farquharson and of Barnes accounts for 
the observed phenomena better than any of the other theories propounded. 
Thus the loosening of the anchor ice under a bright sun is simple enough 
from the fact that water is transparent to heat-waves up to i /i. The 
thickness of the layer of ice that must be melted in order to overcome, the 
adhesion to the rock surface must be of molecular dimimsions. In addi¬ 
tion to this, there is the tension on the rock surface due to the buoyancy 
of the ice, which also tends to melt the ice. The cxjilanation of Ihi; for¬ 
mation of anchor ice is more difficult, and tlie author’s statement that 
“it is not to be supposed, because a substance like water has been found 
to be highly opaque to the radiation from hot bodies, that it will be the 
same for cold body radiation” is a little startling, and not very clear, for 
the transmissivity of any region of the spectrum is independent of the 
temperature of the source. However, if total radiation is meant, then 
such an interpretation is possible. In “ Investigations of Infra-red Spec¬ 
tra” (Carnegie Publication No. 35), several examples, e.g.^ methyl iodide, 
are given, illustrating the latter case. There is no evidence, however, for 
saying that “it is probable that water possesses an absorption band for 
shorter heat-waves, but may become perfectly transparent for the longer 
heat-waves.” It is known that water is exceedingly opaciuc to heat rays 

■fri^TVI A ft n f rvllrvxxriarl Kir <1 rv*^/^rin. Q f/-v a /iKtc* 


EFFECT OF SURROUISTDING MEDIUM. 


149 


was found by Rubens and Aschkinass^ for water-vapor, which behaves 
like the liquid in its properties for absorbing heat-rays), beyond which 
there is great opacity. In fig. 104 is given the transmission curve of a 
column of 75 cm. of water-vapor (due to Rubens and Aschkinass, loc. cit.)^ 
from which it will be noticed that there is a quite transparent region from 
8 to 15 /f. They found that the heat waves at 51 /x were entirely absorbed, 
while at 80 /x theory (see Drude, Optik, p. 359) predicts a band of metallic 
reflection. Moreover, water differs from most other substances in that its 
great opacity is due to numerous small absorption bands. Consequently 
its absorption coefficient is smaller than that of a substance like quartz 
which has bands of metallic reflection at 8.5, 9.02, and 20.75 Hence, 
there is no objection to saying that “the whole question of the formation 



of anchor ice depends upon admitting that the long heat-waves can pene¬ 
trate. freely througlii the water,” for the ma.ximum radiation of a body at 
a temperature of C. lies in the region of the spectrum extending from 
wave-lengths 8 to 20 /t, and it is here that water has its greatest transparency 
for long heat-waves. 

It is difficult to conceive of a more complex form of radiation than the 
one here involved. According to Provost’s theory of exchanges, when two 
bodies are at different temperatures the hotter receives energy from, and 
imparls energy to, the colder by radiation, and vice versa. In the case of 
the river, when the sky is clear, the water is radiating into space which is 

1 Rubens & Aschkinass: Ann. der Phya. (3), 64, p. 584, 1898; also Ann. der Phys., 65, 
p. 251, 1898. 
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probably at absolute zero of temperature. The river-bed is radiating 
energy into the water, and probably through it into space. Leaving out 
of consideration the special nature of the cmissivity of the two bodies 
(water and river-bed), it has been established (see Drude’s Optics, p. 462) 
that the radiation from a “non-black body” is approximately proportional 
to the square of the refractive index of the surrounding medium, which is 
transparent, so that, from this standpoint, the emissivily of the river-bed 
into the water would be greater than that of the water into the air. Of 
course, if water were perfectly transparent, its cmissivity would be nil, 
and the problem would be less complex. Little is known concerning the 
special nature of these two bodies, but from the fact that the anchor ice 
separates so easily from the river-bed under a bright sun, it is evident that 
the absorption coefficient of rock material is greater than that of water, 
and hence, that its cmissivity must also be greater. Hence, more energy 
will be radiated from the river-bottom than from the water, into spac(‘, 
the river-bottom will become the cooler, and finally a film of ice is formed 
on it. During cloudy weather the tcmiierature of the water-vapor in the 
air is equal to or higher than that of the water and the river-bottom. There 
is then an equality in the radiation, or an excess is being emitted from the 
clouds to the earth. A certain amount will also be returnetl from the 
clouds by reflection. Hence, the excess of radiation is toward the earth, 
and since the temperature of the clouds is above the freezing-point no 
anchor ice is formed. 

To sum up, from this elaboration of the author’s explanation, just 
quoted, of the formation of anchor ice, it will be seen that it is not only 
possible, but also highly iirobable that the cause is to be altribiilc'd to the 
greater cmissivity of the substances forming the bed of the river, and to 
the greater transpai'ency of water to heat-waves than is generally supposc'd 
to obtain for that substance. It is difficult to conceive that such a condi¬ 
tion can exist, but the magnitude of the heat transfer, re([uired to bring 
about this ice formation, must be exceedingly small, and the explanation 
given accounts for all of the facts observed. 

On a previous page the conclusion was reached that the energy re¬ 
ceived from the moon will be the corapo.sile of tlie .selectively reflected 
energy of the sun and of the selectively emitted energy of the moon, which 
is selectively transmitted by the earth’s atmosphere. In the same manner 
the earth would emit selectively in the region of 8 to 10 /i and le.ss than a 
complete radiator at the same temperature. It is, therefore, liotter than a 
complete radiator which emits the same amount of energy. All these (pies- 
tions are of extreme importance to the meteorologist who is concerned 
with the cooling of the earth. It may be added, however, in conclusion 
that the loss of radiation from the earth under the above condilion.s must 
be exceedingly small. In the same manner the sup];)ression and conser¬ 
vation of energy in the region of 8 to 10 /i must be very small, so that it is a 
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matter of speculation whether the earth would be at a much lower tem¬ 
perature if its surface were composed of material not having bands of 
selective emission. 

Rubens and Aschkinass (loc. cit.) found that after four reflections from 
fluorite surfaces the deflection due to solar energy is reduced to zero, 
showing that the opacity of the combined solar and terrestrial envelope is 
practically total for wave-lengths 24 to 32 ix. In a recent communication 
on the absence of very long waves from the sun’s spectrum, Nichols^ found 
that the atmospheric transmission for wave-lengths ji can not be 

greater than 3 per cent. This, however, docs not indicate that the sun 
is lacking in radiation of wave-lengths X — as the title of the paper 

appears to imply, but that, whatever the intensity of the radiation emitted 
at 51 /t, it is almost entirely absorbed by the earth’s atmosphere. 

> E. F. Nichols: Astrophys. Jour., 26, p. 46, 1907. 




APPENDIX 11. 

INSTRUMENTS AND METHODS USED IN RADIOMETRY. 

There are few fields of experimental investigation so beset with cliffi- 
ciilties as the quantitative measurement of radiant energy. This is due 
to the fact that the radiation to be measured is generally from a surface 
of which it is practically impossible to determine the temperature. The 
measurement of radiant energy usually involves its transformation into 
some other form, and the receiver used for this purpose is subject to losses 
by heat conduction within, and by reflection, radiation, and convection 
losses from its surface. 

As a result of inquiry into the development of the various instruments 
and methods used in measuring radiant energy, viz, the radiometer, the ther¬ 
mopile, the radiomicrometer, and the bolometer with its auxiliary galvanom¬ 
eter, the writer has accumulated extensive data, part of which is included 
here, with the hope that it may be useful to others interested in the subject. 

Various instruments have been devised, the sensibility, or the ])ossible 
chances for improvement, of which can be rated without further investi¬ 
gation, That in many cases the sensitiveness has been overestimated, will 
be noticed in the present paper. However, four instruments, viz, tlie 
radiomicrometer, the thermopile, the bolometer, and the radiometer, have 
been used extensively in radiation work, and in each case the inventor has 
found qualities which seemed to him to render his instrument superior to 
other types. But, to the writer’s knowledge in no instance have all four 
instruments been studied by any one person; and, perha]).s, it should not 
be expected. Each instrument requires a special mode of handling, and 
has peculiarities which can be learned and controlled only after prolonged 
use. This is particularly true of the radiometer and of the bolometer 
with its auxiliary galvanometer. 

tiaving already bad considerable experience with radiometers, one of 
which was the most sensitive yet constructed, the writer has, in this exami¬ 
nation, devoted most of his attention to the bolometer. The investigation 
originated for the most part from the question whether the radiometer 
was selective in its action, in the region of the short wave-lengths. In 
previous work it was found' that the radiometer gave small deflections in 
the violet spectrum of the arc where Snow,® using a bolometer, found large 
deflections. 
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In the course of the discussion it will be noticed, as was previously 
shown in a general way, that each instrument has some quality which 
makes it useful for a certain kind of work. For measuring very narrow 
emission lines and determining dispersion curves the bolometer is no 
doubt the best adapted. For measurements requiring a larger receiving 
surface, the linear thermopile is the more sensitive and the more precise. 
It has the further advantage that there is no permanent current. On the 
contrary, the bolometer has a current which heats the bolometer strip above 
the temperature of the surrounding air. This causes air currents which 
make the zero unstable. This is not true of the thermopile. Less is 
known concerning the radiometer, which rivals the bolometer and the 
thermopile in sensitiveness. Furthermore, the radiometer is not subject to 
magnetic perturbations. Its window limits its usefulness to the region of 
the spectrum up to 20 jt. The fact that it is not portable is a very minor 
objection. 

I. THE MICRORADIOMETER. 

Since we are concerned with radiation meters of the greatest sensitive¬ 
ness, the ingenious device of Weber,^ called the microradiometer, deserves 
passing notice. The instrument is not unlike a combination of a differ¬ 
ential air tliermomctcr and Wheatstone bridge. Two arms of the bridge 
consist of a thin glass tube containing a bit of mercury at the center with 
a solution of zinc sulphate at the ends, into which dip platinum electrodes. 
The ends of the bulbs are covered with rock-salt windows. If radiant 
energy is iillowcd to enter one of these bulbs, the air expands and pushes 
the liquids toward the opposite bulb. This will change the relative lengths 
of the column of mercury and of the solution between the platinum termi¬ 
nals, which means a change in resistance in the bridge arm, and a conse¬ 
quent deflection of the galvanometer. The instrument was stated to be 
sensitive to a temperature change of 0.00001°, and while it is not adapted 
to spectrum radiation measurements, it might be used in total radiation 
work where an elaborate installation is not convenient. By making the 
i-eceiving bulb of opaque non-conductive material and by covering the 
inside with lampblack, or jflatinum black, this would be as complete an 
absorber (“black-body”) as the thermopile or bolometer. Its cfRciency 
would, of course, depend upon the gas inclosed. 

II. THE RADIOMICROMETER. 

The radiomicrometer is essentially a moving coil galvanometer, of a 
single loop of wire, with a thermo-junction at one end. This instrument 
was invented independently by d'Arsonval* and by Boys.® The former 


1 Weber: Archiv. Sci. Phys, et Mat. (3), 18, p. 347, 1887. 
»d’Ar3onvaI: Soc. Franp. de Phys., pp. 30 and 77, 1886. 
®Boys: Proc. Roy. Soc., 42, p. 189, 1887. 
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. used a loop, one part of which was silver and the other was of palladium; 
the latter used a junction of bismuth and antimony, which was soldered 
to a loop of copper wire. 

The sensibility of the Boys instrument was given as iiyir'oVirTrTr to 
sitA'FW of I degree. From subsequent work with other radiation meters 
in which this high degree of sensitiveness has never been attained, it would 
appear that the sensibility of the radiomicrometer was overestimated. It 
certainly has never attained the sensibility of the radiometer, one example 
of which, used by Nichols {loc. ciL, Table V), was twelve times as sensitive 
as the radiomicrometer of Boys. The latter gave a deflection of a little 
less than i cm. per square millimeter of exposed vane for a candle and 
scale, each at a distance of i meter. Paschen^ attempted to improve the 
radiomicrometer, but out of about fifty junctions only three were useful, 
and these were only three times as sensitive as that of Boys, while the 
period was about 40 seconds. The long period is not always detrimental, 
however, for the radiomicrometer is not subject to magnetic disturbances 
and is a very useful instrument for work not requiring the highest attainable 
sensitiveness. 

The writer has indicated further improvements in the instrument (see 
Carnegie Publication No. 65) and places it in a vacuum, wliich increases 
the sensibility by at least 70 per cent. The instrument was about six 
times as sensitive as that of Boys for a full period of 25 seconds. Para- 
and dia-magnetism limited the sensitiveness to this value. I'lic work 
with this instrument brought out the fact that one is inclined to use too 
strong field-magnets, and that further progress can be made by using 
weak magnets, or narrow strong magnet, situated as far as ijossible above 
the thermo-junction, so as to avoid the effects of para- or dia-magnetism. 
The combination of the radiomicrometer and the radiometer is feasible, 
although the writer found its usefulness as limited as that of the radio¬ 
micrometer. When wires can be obtained more free from magnetic 
material it will possible to construct a more sensitive instrument. It is 
doubtful, however, whether it will ever surpass the bolometer used with a 
galvanometer of the highest sensibility. With the radiomicrometer, Lewis® 
was able to investigate infra-red emission spectra of the alkali metals, 
which are weak in energy. Wilson® and Julius^ have used the radio¬ 
micrometer for total and spectral radiation work, and have found the 
instrument highly satisfactory. The slow period and lack of portability, 
mentioned by some writers, is certainly not to be weighed against its 
indifference to magnetic perturbations and constancy of the zero reading. 
Even a slow period is less objectionable than a quick period instrument 


1 Paschen, Ann. der Phys. (3), 48, p. 373, 1893. 

* Lewis: Astrophys. J., 2, p. i, 1895. 

® Wilson: Proc. Roy. Soc., SS» 1894; 58, 1895; 60, p. 337, 1896. 

* Julius: Handlingen g, de Nederlandisch Natuur- en Geneeskundig Congres, 1895. 
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with which just as much time is lost by repeating observations which may 
be ailected by the lack of constancy of the zero. The instrument is self- 
contained, and where the greatest sensitiveness is not required, it deserves 
a wider application. 


Table IV. — Sensitiveness oe Radiomtcrometers and Rubens Thermopile. 


Observer. 

Full 

period. 

Area of 
vane. 

Deflections in cm/mm* 
candle and scale at i m. 

Rndiomicrometer; 

sec> 


cm. 

Boys (Phil. Trans., 180 A, p. 159,1889) 

10 

4 

0.9 

Paschen (Wied. Ann., 48, p. 275,1893) 

40 


3 

Lewis (Astrophys. Jour., 2, p. 1,1895) 

20 

r .4 

1-3 (?) 

Coblcnls: (Bullelin Bureau of Stand- 

40 

.5 

3/) 

ards, 2, p. 479, 1906). 

Thermopik'; 

25 

3 

6 (in vacuo) 

Rubens (Wied. Ann., 45, p. 244, 1898) 

14 . 

i6(?) 

16(250 cm. total deflection) 

1 mm ■“ 1.1° X 10-® C. 


In tabic IV are given the various radiomicrometers thus far described 
and their sensitiveness, which is expressed in centimeter deflections per 
millimeter of exposed vane, for a candle and scale each at a distance of 
I meter. 

III. THE THERMOPILE. 

From a historical point of view the thermopile has been in use from the 
very beginning of radiant energy measurements, and in the hands of Tyndall 
and other pioneers in this domain rendered excellent service in spite of its 
great heat capacity. For spcctro-radiomclric work, however, only the linear 
thermopile of Rubens' is well adapted. This thermopile consists of 20 junc¬ 
tions of iron and constantan wires about o.i mm. to 0.15 mm. thick (resist 
3.5 ohms), and when used with a galvanometer, having a figure of merit of 

1.4X10"'® amp. (period—14 see.), a deflection of one scale division indi¬ 
cated a temperature change of A candle at 5 m. gave a deflec¬ 

tion of about xo cm. or 250 cm. at i m. The area of the exposed face is 
about 0.8 X 20 mm. The deflections were as rapid as a bolometer, and its 
stationary temperature was reached in less time than the single swing of 
the galvanometer needle. In other words, its heat capacity was so small 
that it gave an accurate register of the energy falling upon it. In another 
experiment, using a galvanometer sensitiveness of 5X10"'® ampere, and 
the scale at i m., i mm. dcflcction=2.2°Xio"® C. The sensitiveness is 
the same as that of the best bolometers yet constructed, while its simplicity 
commends itself even in spectrum radiation work. 

The general experience in this country, however, has been that the 
commercial instrument does not fulfill all the excellent qualities claimed 
for the one originally described. The wires are heavier than in the original 
specifications, which mak6s the instrument sluggish. 
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The problem in thermopile construction is to have it of low resistance 
(equal to that of the galvanometer), of low heat capacity and heal conduc¬ 
tivity, and of high thermoelectric power. The latter requirement is fiiHillcd 
by using iron and constantan. The heat cai)acily can be reduced by 
using finer wire, say 0.06 to o.i mm. diameter, and by making the unex¬ 
posed junctions smaller than the ones to be exposed, d'lu' latter arc 
soldered with quite large beads of silver, which arc tlien llattened to present 
a large surface. The unexposed junctions do not need this, and tlie small 
bead formed by the fusion of the two wires (with a bit of silver solder if 
necessary) can be hammered thin, in order to have it radiate rapidly. By 
using finer wires the resistance will be increased if the dimensions of the 
Rubens pile be retained. In the commercial instrument, at least one- 
third of the wire is between the unexposed junctions and the binding-posts. 
The greater part of this wire may be eliminated by making the supporting 
frame narrower, while still retaining the original (listanci' belwt'en the 
exposed and the unexposed junctions. The elimination of this superlhioiis 
wire will reduce the resistance by about one-third. 

CoMPAMSON OP Old and Nkw Form or Tukumopilk. 

In order to test these conclusions in regard to llie use of liner wire, a 
new iron-constantan pile of 20 junctions, miule of wire 0.08 mm. diameter, 
was ordered from the makers of the original instrument. Although tlie 
specifications were not completely fulfilled (the frame was nearly the same 
size as the original, which increased the resistance to (.) ohm.s), the sensi¬ 
tiveness was 1.4 times that of the old type which has re.sistance of .p8 ohms 
(wire about 0.15 mm.). By means of suitable .switches tlie two thermo¬ 
piles were connected to the same gtilvanometer, having a full period of 
12 seconds (^’=2X10"^® amp.) and exposed to the radiation from a Nernst 
heater. For all deflections, as large as 35 cm., the new thermopile^ .showed 
no drift greater than 2 mm., which may be attributed to the galvanometer. 
On the other hand, the zero of the old thermopile would drift 0.5 cm. in 
a 10 cm. deflection to 2.2 cm. in a 27 cm. dedeclion and would reciuire 
16 to 20 seconds for the deflection to return to its original zero. 

The two instruments were then tested in a vacuum. 'I'lu! sensitiveiu'ss 
of the old instrument was increased only 15 per cent, while no change in 
sensitiveness could be detected in the new one, although two distinct tests 
were made on different days, the pressure having been reduced to o.oi mm. 

The thermopiles are mounted on ivory frames and are, covered with a 
sheet of copper, one side having a slit, the other a funnel-shaped opc'iiing 
(i by 15 mm.) in it. The slit was covered and the radiation passed througli 
the funnel. The whole was suspended from a rubber cork in a wide¬ 
mouthed bottle, which was exhausted with a mercury or a Geryk pump. 
The source of energy was an incandescent lamp. With 200 ohms in 
scries with the galvanometer the deflections were about 10 cm. The fact 
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that the sensitiveness of these thermopiles did not increase appreciably in 
a vacuum is rather remarkable. Brandes (Phys. Zeit., 6, p. 503) found 
that a single junction of 0.02 mm. wire became 18 times more sensitive in 
a vacuum. Lebedew (Ann. der Phys., 9, p. 209) found that a 0.025 mm. 
iron-constantan junction when black was 7 times, and when bright 25 
times more sensitive at a pressure of o.oi mm. than for atmospheric pres¬ 
sure. 

The Peltier Efttect. 

The result of the Peltier effect is to lower the temperature of the ex¬ 
posed junction. Consequently, the thermopile does not give an accurate 
record of the energy received. The actual error introduced has never 
been determined. Since there is a possibility of using the thermopile for 
quantitative work in place of the bolometer, it is desirable to learn the 
degree of accuracy of this instrument. 

The rate of generation of heat by the Peltier effect is proportional to 
the current, while the generation of heat on account of resistance is pro¬ 
portional to the square of the current. Jahn’^ has shown that the heat 
generated by the Peltier effect, determined experimentally, agrees, within 
experimental error, with the value computed from the observed thermo¬ 
electric power. The value for iron-constantan has never been determined 
experimentally^ but from the work of Jahn it is permissible to compute 
the heat generated in the thermopile by using the known thermoelectric 
power which is about 50X10'"® volts. 

Using a galvanometer of 5 ohms resistance and having a figure of 
merit of ampere per millimeter for a scale at i m., and an 

iron-constantan thermopile of 20 junctions, wire 0.08 mm. and 5 ohms 
resistance, i mm. = 2°Xio“® C. The Peltier effect in calorics is computed 
from the formula 

p^TU dE 

7 “ dt 

where 7''--274; ^=33X10"" e.g.s.; sec.; 7=4.2X10”'^ and dE/dt= 
5oXio~^ e.g.s. units; 

P= ±5X10""“ gr. cal. 

The total weight of the junctions is about o.oi gr. and the specific 
heat is about 0.1 gram calorie. Hence the temperature change of the 
exposed junctions is: 

—=i5°Xio~® (for I mm. deflection) 
o.iXo.oi 

1 Jahn; Wied. Ann., 34, p. 755, 1898. 

s Since writing this, it has been found that Lecher (Ber. Akad. Wiss. Wien, iiS, p. 1505, 
1906; Sci. Abstracts, 1083, 1907) has recently determined this constant to be 12.24 gr. cal. 
per amp. hr., while the value previously computed was 10.5 gr. cal. per amp. hr, 
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and smce the temperature of the unexposed junctions is changed an equal 
amount in the opposite direction the total A/=i°Xio"®. But a deflec¬ 
tion of I mm. = 2°Xio"® C., hence the error is i part in 200 under the best 
theoretical conditions. In practice the temperature sensitiveness will not 
be so great; it wiUbe shown presently to be of the order 5°Xio~®, whence 
the Peltier effect would cause an error of i part in 500, or i mm. in 50 cm., 
which is as close as one can read such large dcllcctions. 

Since the Joule heat depends upon the square of the current it is negli¬ 
gible. Further consideration of the thermopile as an instrument for 
quantitative measurements will be found below in connection with the 
bolometer. 

It will be noticed presently that prior to his construction of the iron- 
constantan thermopile, Rubens had used several very sensitive bolometers, 
all of which were displaced by the thermopile. For exploring spectra 
with very narrow lines, the linear bolometer is probably better adapted 
than the pile which, however, may be covered with a diaphragm, having 
a narrow slit. For extreme sensitiveness it equals the bolometer, and it 
is a noteworthy fact that all the investigations in the extreme infra-red 
and ultra-violet parts of the spectrum, where the energy is weak, have 
been accomplished by means of the thermopile. Unless one can build up 
an elaborate permanent bolometric apparatus in a room not exposed to 
direct sunlight, the thermopile will give the more reliable readings, as far 
as the constancy of the zero is concerned. Whether or not the thermopile 
will give a true reading of the energy falling upon it will dc[)en(l ui^n 
the manner in which it is employed. It requires no particular skill to 
manipulate, and is easier to protect against temperature changes than 
is a bolometer with its storage battery. The “drift” in bolometers to be 
noticed presently was found in the old thermopile when used with a very 
delicate galvanometer. This was not due to unequal increment.s of re¬ 
sistance as in the bolometer, but to thermoelectric clTects at the binding 
screws, to the connecting wires moving in the earth’s magnetic field, and 
principally to the large heat capacity of the junctions. Most of these 
disturbances, however, are small and easily avoided in the Rubens type of 
thermopile. Since the bolometer strips and the balancing coils are of 
dissimilar material, it is also as subject to thermoelectric disturbances. 

IV. THE RADIOMETER, 

The manner in which an interesting scientific toy can be made to 
serve a useful purpose is well exemplified in the radiometer of Crookes,^ 
discovered about 1875. By fastening bits of pith (the one black, the 
other white) at the ends of a long straw, which was suspended by means 
of a silk fiber in a long glass tube, he was able to make measurements of 
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radiant energy, even at that early date. Pringsheim^ simplified the instru¬ 
ment somewhat, suspended the vanes bifilarly with silk thread, and used it 
to investigate the infra-red spectrum of the sun to about 1.5 !X, produced by 
means of a glass prism. From this, the first really useful radiometer was 
developed by Nichols.^ The behavior of the radiometer has been worked 
out theoretically by Maxwell® in his paper on “ Stresses in Rarefied Gases 
arising from Inequalities of Temperature.” Among other things he showed 
that for two parallel disks very near each other the central points will pro¬ 
duce but little effect, because between the disks the temperature varies uni¬ 
formly, and only near the edges will there be any stress arising from an 
inequality of temperature in the gas. It has been shown by others, especially 
by Crookes and by Nichols, that the sensitiveness of the radiometer is a 
function of the pressure of the residual gas, of the kind of gas surrounding 
the vanes, and of the distance of the exposed vanes from the window. The 
latter, on account of its absorption, of course limits the region of the spec¬ 
trum which is to be investigated. If the vanes are not too close to the win¬ 
dow, the deflections will be proportional to the energy falling upon one of 
them. 

Comparison op Sensitiveness and Area of Vane. 

For veins of finite dimensions, such as must be used in practical work, 
the writer has found that the deflections arc proportional to the area of 
the exposed surface of the vane. This is perhaps to be expected, although 
there .seemed to be .some doubt. The curve of deflections and exposed 
area of vanes (area 10.5 X 1.3 mm. for constant pressure of 0.02 mm.) docs 
not pass through the origin. One explanation may be that for infinitely 
narrow vanes the grapli is not a straight line, but curves as it approaches 
the origin. Because of the impracticability of siuspending vanes of different 
widtlis successively from the same fiber suspension, at the same distance 
from the window, using the same gas pressure for all vanes, it was necessary 
to use one wide vane, witli a slit before it, and vary the opening of the slit. 
The source of energy (Nernst heater) was at a distance of 3 meters and, 
hence, the width of the projection of the slit upon the vane was practically 
the width of the .slit, except for a very narrow slit when diffraction may 
decrease the energy incident ujion the vane. This, however, would dis¬ 
place the grapli still farther from the origin. The forces acting in a radi¬ 
ometer arc so complex and so little understood that no further examination 
was made to ascertain the limits within which the above proportionality 
holds. The test was made to reduce the deflections to unit area between 
the above limits of exposed vane. It is of interest to note in this connec¬ 
tion that in a bolometer the sensitiveness varies as the square root of the 
area of the bolometer strip. 

' PringHheim, Ann. der Phy.s. (3), x8, p. 32, 1883. 

^^Nichol.s; Phys. Rev., 4, p. 297, 1897; P' 1^83, 1896. 

® Maxwell; Collected Papers, 2, p. 681; Phil. Trans., Part I, 1879, 
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In his earlier communications the writer held to the belief that the 
weight of the vanes and their size were the most important factors in 
determining the sensitiveness and period of a radiometer. However, so 
many factors enter into the problem that it is difficult to decide this point, 
and the following test may be of interest, showing that the sensitiveness is 
determined principally by the diameter of the quartz fiber suspension. 


Comparison of Sensitiveness and Diameter of Fiber Suspension. 

Using the same vanes (0.5X9 mm. area) the sensitiveness and period 
were found for a heavy and a light quartz fiber suspension. The main 
difficulty was to insure that the vanes were at the same distance from the 
window, and that the pressure was the same in the two cases. Hence these 
qualities are only approximate. In table V, it wiU be noticed that in 
changing from a heavy to a light fiber the sensitiveness is increased 4.5 
times while the period was increased almost threefold. It further shows 
that for the same (light) fiber the sensitiveness was doubled (36 to 71 cm. 
per mm.) by changing the pressure and the distance from the window, 
which was of fluorite, and hence opaque beyond 10 n. The sensitiveness 
of 71 cm. per square millimeter of exposed area is the highest on record. 
This, however, was not the maximum sensitiveness since the pressure was 
0.02 mm., while radiometers have their maximum sensitiveness at a pres¬ 
sure of about 0.05 to o. I mm. At this pressure, however, heat conduction 
would cause annoyance. 

The vanes of this suspension were of platinum foil o.oi mm. thick, 
covered on one side electrolytically with platinum black, and then smoked 
over a candle. (It is best to cool the gases from the flame by placing a 
wire gauze or sheet of metal full of holes between the flame and the vanes 
when smoking them.) These vanes were suspended by means of one of 
the finest workable quartz fibers, and when within 3 mm. of the window 
either one of the vanes would always approach and adhere to it, even at 
atmospheric pressure. From tests with fluorite windows, which from 
internal strains might be piezoelectric, and with rock-salt windows, when 
bare, and also when covered with tinfoil, it was found that this effect is 
not due to electrification. Starting with the vanes parallel, and at a dis¬ 
tance of about 5 mm. from the window, it was found that as this distance 
was decreased one of the vanes (generally the one to be exposed to radia¬ 
tion) would approach the window, and for a distance of about 3 mm. 
would turn until the plane of the vanes was at right angles to the window. 
The observations extended over several months, and all evidence indicates 
that this effect is due to gravitational attraction. As a result of this the 
deflection of such a vane would not be proportional to the energy received. 
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It will be shown presently that this is about live times the sensitiveness of 
Snow’s bolometer, for which i mm. deflection (scale at 3 m.) indicated a 
temperature difference of 7.5°Xio~®. In other words, this radiometer 
would detect r o-o'S'-FoT degree rise in temperature. But the period of the 
radiometer was 6 times that of the bolometer, which is its weakest point in 
radiation work requiring a short period. 

Table V.—Sensitiveness of Radiometers. 


Pressure. 

Full 

period. 

Deflection per 
square mm. 

Remarks. 

mm. 

secs. 

cm. 


0.02 

45 

7-9 

Vanes (area 0.5X 9 mm., weight 5 mg.) 3 mm. 
from window. 

.02 

60 

11.s 

Vanes closer to window. 


SAME VANE.S (0.5X9 mm.), FINER QUARTZ FIBER. 

mm. 

min. 

cm. 


0.02 

2 

36 

Vanes 3 mm. from window candle at 3 m. 

•03 

2-5 

71 

Vanes nearer window. This is the greatest 
recorded sensitiveness. A deflection of i 
mm. on scale at i m. = 3.8°Xio—®. 

.04 


63-5 


HEAVY V/ 

lNES, AREA 1.3 

X10.5 mm., WEIGHT 10 + mg. 

mm. 

secs. 

cm. 


0.02 

40 

S-S 

Distance of vanes from window unknown. 

.02 

60 to 64 

13-7 

Vanes neni’cr window, hence longer period. 

.026 

36 U) 40 

S-S 

Vanes farther from window than in preceding. 

•03s 

as 

3-3 

Vanes still farther from window, which 
shortens period and decreases sensitiveness. 
For a pressure of about 0.05 mm. the 
sensitiveness would be much greater. 


A comparison can also be made (table V) between light vanes (0.5X9 
mm.) and heavy ones (1.3X10.5 mm.) at the same pressure but having 
different (piartz-fiber siis})cnsions. The results show that while the light 
weight vanes are more sensitive than the heavy ones (see table V), there 
seems to be. no limit to the sensitiveness attainable in either case, pro¬ 
vided one does not consider the period. The idea of not considering the 
period of vibration with sensitiveness seems reasonable, for by sensitive¬ 
ness is meant the minutest qutmtity of radiation one can detect, assuming 
one is willing to wait for the deflection to reach a maximum. In table VI 
arc compiled the most notable radiometers used in radiation work. The 
use of a candle as a standard of comparison is questionable, but since the 
sensitiveness of tlie various instruments varies by a factor from 2 to 20, 
it is sufllciently accurate for the ])resent comparison. In this table it will 
be noticed that for the same period the various radiometers vary in sensi- 
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tiveness by as much as 50 per cent. Porter’s radiometer was the most 
sensitive of the instruments having a period of 90 seconds. But he gained 
little, on the whole, for the vanes were so light that he could work only 
during the quiet hours at night. On the other hand, the writer,^ after 
trying light vanes, adopted the heavy ones, and was thus able to work at 
all hours, even with a large air-compressor in operation, in an adjoining 
room. 

Table VI. ~ Sensitiveness of Various Radiometers. 


Observer. 

Full period. 

Area of vanes. 

De[lccl.ions per 
square mm.area 
of exposed vane; 
candle and scale 
each at i m.' 


min. 

sec. 

sq, mm. 

cm. 

E, F. Nichols; 

0 

12 

2X15 

s(?) 

Phys. Rev., 4, p. 297, 1897. 





Astrophys. Jour., 13, p. 101, 1901. 

0 

11 

3-1 

12.5 

Stewart: . 

1 

20 

30 

4.9 

Phys. Rev., 13., p. 257, 1901. 

s 



17 

Drew: (Phys. Rev., 17, p. 321, 1903). 

1 

30 

7 

17.1 

Porter (Astrophvs. Tour., 22, p. 22Q, iQoO. 

I 

30 

3-6 

27-S 

Coblentz. 

1 

30 

IS (10X1.5) 

8 to 10 

Abs. Spectra. 


so 

12 

lo to 12 

Phys. Rev., 16, 20, and 22. (Vac. tube).. 

1 

40 

11 (nXi) 

52 

Another vane... 

2 

30 

4-S 

71 

( Ibid .) . 

1 

10 

4-5 

35 


Sensitiveness Compared with Wave-Length op Exoting Source. 

In his investigations of emission spectra of the alkali metals, using a 
bolometer, and a prism and lenses of quartz. Snow® found that the vapor 
of the carbon arc had the larger portion of its energy concentrated in one 
large band in the violet. The writer,® using a radiometer, a rock-salt 
prism, and a mirror spectrometer for investigating infra-red emission 
spectra, found that the radiometer gave but small if any deflections in the 
violet. The violet band is far enough from the reflection minimum of 
silver not to be weakened by it, hence it appeared that the radiometer 
might be selective in its behavior to radiant energy. 

To test this point the following experiment was tried. The total 
radiation from an aluminum spark (with glass plate condenser) on a 
10,000 volt transformer was measured with a very sensitive radiometer 
(period 65 to 70 seconds; sensitiveness 35 cm. per square millimeter) just 
described, and with a bolometer, to be described subsequently. The win¬ 
dow of the radiometer was of white fluorite 2 mm. thick, hence transparent 
to the ultra-violet, but opaque beyond 10 A large point of the energy 
of the aluminum spark lies in the ultra-violet. The maximum energy of 
the warm electrodes occurs at about 8 /i. The radiation from the spark 


1 “Investigations of Infra-red Spectra,” Carnegie Publication No. 35, 1905. 

2 Snow: Phys. Rev., I, pp. 28 and 221, 1893. 

® Carnegie Publication No. 35, Part II, 1905. 
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passed through a quartz cell 8 mm. thick, containing distilled water which 
absorbed all of the infra-red energy. The observations consisted in ob¬ 
taining the ratio of energy transmitted by a glass plate 8 mm. thick (which 
is opaque to rays shorter than 0.3 /x) to the total energy of the spark. 

Unfortunately, at the high sensitiveness required for ultra-violet radia¬ 
tion the two instruments were not in perfect working order at the same 
time. During the first test the bolometer had a short period, 10 seconds, 
and caused trouble by the “drifting” of the zero with changes in the 
spark, while in the second test the radiometer was leaking slightly, which 
caused its zero to “ drift.” Then, too, the spark was by no means constant, 
but, as will be seen presently, the ratio above referred to is about the same 
for the radiometer and the bolometer, after correcting for the loss of 4 
per cent by reflection at the fluorite window. The agreement is close 
enough to show that the radiometer is not selective in its action and hence 
is adapted to investigations in the ultra-violet. 

In the first test the direct radiation from the aluminum spark (with 
condenser) was compared with the part transmitted by glass. There was 
some infra-red energy in this case which made the ratio lower than in the 
second experiment. The direct deflections with the radiometer were 
about 20 cm. The ratio of the deflection through a piece of plate glass 
to the direct deflection varied from 17 to 19.5 per cent (mean about 18 
per cent), while with the bolometer the same ratio varied from 16 to 20 per 
cent, the mean being about 19 i)er cent. The bolometer followed the 
ilunctiiations of tlie sjiark, hence tlie greater variations. The spark was 
75 cm. from the radiometer and 25 cm. from tlie bolometer. 

In the second test the infra-red radiation was ab.sorbed by a cell of 
water, with (juartz windows. Plate glass was again used to absorb the 
ultra-violet. In this test, the ratio of the radiation transmitted by the 
glass to the total radiation was on an average about 65 per cent, while 
the same ratio for the bolometer was 67 jier cent. (Correcting for the 
loss by reflection at the window the ratio for the radiometer would be 
about 69 to 70 per cent. 

The results show that the radiometer is not selective, i. e., it is as eJTident 
in the ultra-violet as in the bolometer. 

THE RADIOMETER COMPARED WITH THE BOLOMETER. 

In discussing the merits of the radiometer, writers have generally 
emiihasized the fact that the radiometer is not adapted for quantitative 
work since it cannot be calibrated. As a matter of fact, in reviewing the 
work done in radiation it was found that even with the bolometer there 
are only a few cases where tlie energy was obtained in absolute measure. 
Even in the study of the laws of radiation from a hollow enclosure or 
Kirchhofl radiator (so-called “black-body”), the direct galvanometer 
deflections were observed and reduced to a single standard of sensitive- 
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ness which was in arbitrary units. The same may be done with the radi¬ 
ometer. Its sensitiveness is easier to control, since it can be made to 
depend only upon the pressure of the residual gas — the constant of a 
galvanometer varies continually. It is not affected by magnetic effects, 
and a heavy vane is less affected by earth tremors than is a very light 
galvanometer suspension. It is sensitive to temperature changes, but less 
so than the bolometer, and it can be more easily shielded from temperature 
changes than can a bolometer with its galvanometer, battery, etc. The 
fact that it is not portable is not a serious drawback, since it is not usually 
necessaiy to move the instrument. It has two disadvantages, viz, its 
window, or preferably double window, is selective in its transmission, and 
its period is somewhat longer than that of a bolometer and galvanometer 
of equal sensitiveness. But the latter is nearly always drifting and to 
repeat one’s readings it takes as long for an observation as it does with a 
radiometer. 

Since the weight is of minor importance, tremors are avoided, by having 
the suspension weigh about 8 to 10 mgs. When used with a good mercury- 
pump, it requires no attention after it is properly adjusted. A delicate 
galvanometer requires frequent adjustment and in connection, with a 
bolometer the investigator’s time is occupied i)rincipally with the care 
of the mstrument (at least that has been the writer’s experience), which 
should be a secondary matter. The two instruments are of the same 
order of sensitiveness, with the possibility of the radiometer being the 
more sensitive. 

This is well illustrated in the test for their efficiency to ultra-violet 
radiation, where both instruments were at about their maximum working 
sensitiveness. The bolometer used was 0.22 by 10 mm. in area, resistance 
2.8 ohms, and for a battery current of 0.04 amp. with a gcilvanomcter 
sensitiveness of i=i.5Xio“‘-® amp. (period 16 seconds) had a tempera¬ 
ture sensitiveness of 9X10“® per millimeter deflection, on a scale at i m. 
(see table VII). (A Nernst heater was also used in making the com¬ 
parison.) 

A candle at i m. gave a deflection of 45 cm. whicli, on the assump¬ 
tion that the sensitiveness is proportional to the square root of the area 
of bolometer strip, is 30 cm. per square millimeter. For the radiometer 
having a vane 0.5 by 9 mm. a candle gave a deflection equivalent to 159 cm. 
at 1 m. or, since the deflection is proportional to the area of the exposed 
vane, 35 cm. per square millimeter (table VI), In other words, the radi¬ 
ometer was 1.2 times as sensitive as the bolometer, or 1 mm. deflection 
corresponded to 7.5°Xio"®C. (For a full period of 2.5 minutes its sensi¬ 
tiveness was 3.8° Xio“® C.) Its period, however, was 4.5 times that of 
the bolometer. This estimation of sensitiveness is based on the assump¬ 
tion that the radiometer was as complete an absorber of energy as the 
bolometer. Judging from its period, its efficiency is much lower than 



that of a bolometer, hence the radiometer must be sensitive to temperature 
changes less than the value just given. 

The sensitiveness of bolometers thus far attained is about jooo'ooo 
degree per millimeter deflection. Paschen claims a sensitiveness of 
■ro'"ooV”oo o degree by reading to o.i mm. But the conditions arc rare 
when one can read to o.i mm., so that the estimate would seem too high. 
As will be seen presently, the working sensitiveness is of the order of 
l"o o"o" o~6 o degree, or generally considerably less. 

V. THE BOLOMICTER WITH ITS AUXILIARY GALVANOMETER. 

We have now to consider one of the most useful radiation meters yet 
devised, viz, the bolomelcr which is .simply a Wheatstone bridge, two 
arms of which are made of very thin blackened metal strips of high elec¬ 
trical resistance and high temperature coeflicient, one or both of which 
are exposed to radiation. When thus exposed, their temperature changes, 
thus unbalancing the bridge, and the resulting deflection of the galvanom¬ 
eter gives a measure of the energy absorbed. The maximum sensitive¬ 
ness of the bolometer is limited by the size of the strip and is proportional 
to the square root of the surface exposed to radiation. Any further gain 
in sensitiveness must be iittained by increa.sing the sensitiveness of the 
galvanometer, wliich, for the moving magnet type, varies as the square of 
its (undamped) period. The sensitiveness is also proportional to the 
bolometer current, which is limited by the resi.stance of the bolometer 
Strips. 

It will be noticed pre.sently that the working sensitiveness of the vari¬ 
ous galvanometers thus far used is of the order of 2Xxo“‘° amp, per 
millimeter deflection, while the temperature sensitiveness varies from 
5°Xio“ ® to 5°Xio' ® for i millimeter deflection for a scale at i meter, 

IIlSTOHICAI.. 

The various bolometer-gidvanometer apparatus will first be noticed, 
in so far as it relates to vSj)cctrO"radiometric work. 

The first great step in improving the moving magnet galvanometer is 
due to Kelvin who decrea.sed the weight of the moving parts to a few 
milligram.s, and introduced the astatic .system of magnets. I’he main 
problem in bolometer construction is to use .strips of a metal having a high 
resistance-temperature coeflicient, a small specific heat, and low heat con¬ 
ductivity. These metals are nickel, platinum, tin, and iron, but for vari¬ 
ous rea.sons in mechanical construction, platinum is the most commonly 
used. 

The manner in which this instrument has been developed to its pres¬ 
ent high scn.sitiveness is be.st illustrated by considering the various designs 
of diflerent investigators, given in table VII. 
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Table VII.-Bolometer-Galvanometer Sensitiveness. 


Observer. 


Langley (AnnalsAstrohpys 

Obs.) 


Abbot (Aslropbys. J., l8, 

p. i;i903 ) .... 


AngslrSm: 

Wiecl. Ann., 26, p, 
253; 1885. 


Wiecl. Ann. 36, p. 

71s; 1889 .... - 

Wiecl. Ann., 48, p. 

497; 1893 . 

Julius (Licht und Wllrme- 
strahlung, p. 31; 
1890) . 


Helmholtz (Verb. Phys. 
Gcsellsch., Berlin, 
7, p. 71; 1888). . . . 


Lummer and Kurlbauin: 
Zs. fUr Instnimcntcn- 
kuncle, 12, p. 81; 
1892. 


Wied, Ann., 46, p. 
304; 1892. 


Rubens: Wied. Ann., 37, p. 

35s; 1889. 

Wied, Ann., 45, p. 
238; 1892. 


Galvanometer. 


Resist¬ 

ance. 


ohms. 


1.6 


8 

2.7 


s 

80 


Full 

period. 


16 


4 to s 


Current 
sensitiveness 
for 1 mm, 
deflection. 


I to SX 10 " 


Bolometer. 


SXlo”<‘ 


5.7 X 10 
4X10 » 

8Xio- » 

i.SX 10-9 


3.2X10-W 

S.sXio'"*® 


Resist 

ance. 


ohms, 

4 


5 

3 

8.8 

60 


S.a 

3 


Area. 


sg. mm. 
0.05 to 0,02 
X12 


O.lX 12 


0.3 X Id 


I2X 1x3a 


7 X 0.3 X 3.3 
3X0.2X 10 


Bolometer 

current. 


amp. 

0.03 


0.133 


Q.006 


0.3 
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Table VII. —Bolometer-Galvanometer Sensitiveness. 


Temperature sensitiveness. 


For X nim.de- 
flection and 
period given 
in col. 3- 


Ibid., 
for a scale 
at I m. 


Ibid., for 
a scale at i m. 
and a full 
period of, 
rs secs. 


CJ T3 

li 

P 




V. 


°c. 


met. 


iX 10"® 


9X I O' ■“ 


8Xto « 


8X 10 


I 


aX IQ 

5X IQ 


2.5X 10" ® 


4X IQ" 


Candle test. 


IS 

ll 

o-S 


l^tS 531 


800: 


60 


Remarks. 


In practice for solar spectrum 
work a full period of 3 secs, 
and i=2.2Xio~® ampere is 
used. Balancing coils of plati¬ 
noid. Bolometer is inclosed in 
water jacket. 

In practice drifting is minim¬ 
ized by placing a short copper 
wire in series with one of the 
bolometer arms. 

Surface bolometer; 23 strips of 
tin foil; blackened with PtCls 
and soot. Balancing coils of 
copper wire in separate box. 
Sensitiveness 556X10'"“ gr- 
cals/cmysec. 

Single Pt. strip 0.1X12 mm. in 
spectrobolometer. 

2 arms of tin foil in form of grat¬ 
ing. Sensitiveness also given 
as 127X10““ gr- cals/cm® sec. 

Bolometer strips of nickel o.ooq 
mm. thick. Balancing coils of 
platinum wire in oil in sep¬ 
arate box. Found deflection 
proportional to current. 

Surface bolometer, 4 similar 
arms, so no compensating re¬ 
sistances needed; diagonally 
opposite ai'ms exposed. Sen¬ 
sitiveness also given as 533 X 
io”0 gr-cals/cmysec. 

Surface bolometer 4 similar 
arms of platinum foil 0.001 
mm. thick; 2 diagonally op¬ 
posite arms exposed to radia¬ 
tion surface consists of 12 strips 
of platinum, 1 mm. wideXsa 
mm. long, separated by 1.5 
mm., back of which openings 
are iq similar strips of the 
diagonally opposite arm. Bo¬ 
lometer currents as high as 
0,04 ampere could be used. 

Surface bolometer of tin foil o.oi 
mm. thick; 7 strips in each arm. 

2 arms of 0.04 mm. iron wire 
hammered flat; 3 strips in 
each arm. 

































i68 


RADIOMETRY. 



ohms. 

Rubens; Wied. Ann., 45, p. 

238; 1892. 80 


3.2X10-1“ 80 0.09X12 


Rubens and Snow (Wied. 

Ajin., 46, p. 529; 

1892) . 150 

Snow (Pbys. Rev., i, p. 31; 

1893) . 140 


20 1.8X 10-11 80 0.09X12 


20 1.5X: 


75 o-oSX 7 0.025. 


Aschkinass (Wied. Ann., 

55 , p. 401; 1895)-• 

Donatb (Wied. Ann., 58, 

p. 609; 1896) .... 


6X10 12 5 


Paschen (Wied. Ann., 48, I *60 
p. 272; 1893) ....| 20 


7 2.3X10-11 . 0.01 to 0.02 

IS 3-3X10-12 . 

30 I.6X 10-11 12 3X0.5X15 0.03 

34 8.3X10-12 8 0.25 X7 -02 


Coblentz 


Rubens Thermopile . 
Coblentz Radiometer 



0.8 X 20 

0.5X9 I 
0-5X9 


♦Galvanometer; 4 coils 40 mm. external and s mm. internal diameter, i,soo turns of graded wire in each coil; 
moving system, 13 magnets in each group, i to i.s mm. long, on both sides of glass staff, and 0.3 mm. apart; 
mirror a mm. diameter X 0.03 mm. thick. Total weight of system=s mg. 
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Table VII — Continued. 


Temperature sensitiveness. 

Candle test. 


For I mm. de¬ 
flection and 
lierlocl riven 
In col, 3. 

Ibid., 
for a scale 
at X m. 

Ibid., for 
a scale at i m. 
mid a full 
period of 

15 secs. 

Distance of 
candle. 


ol 

Equivalent de¬ 
flection per mm* 
area for randtf. 

and scale at I m. 

Remarks. 

«C. 


®C. 

Bil 


cm. 



8Xio“« 



I 

■ 

la 

2.7 

2 arms of 0.005 mm. platinum 
wire hammered flat. Deflec- 
lion.s of galvanometer pro¬ 
portional to current through 
bolometer and rise in temper- 
lure of arms proportional to 
incident energy. 




3X10 " 

8X lo" “ 

3X10 • 


40 

15 


For Hefner candle at i m, 

2 bolometer arms of platinum 
0.000936 mm. thick; balanc¬ 
ing coils of German silver; 4- 
coil galvanometer, total of 
7200 turns, wound with two 
sizes of wire. Magnet system 
of 12 magnets 3 lo 4 mm. 
long; total weight of system 

80 mg. 

2 Ijolomcter arms of 3 iron wires 
hammered flat. 

2 arms of platinum 0.17 mm. 
wideX 0.0074 mm. thick; bal¬ 
ancing coils (of platinum) of 
elaborate design in separate 
box. Hrifting was serious. 

Bolometer arms of platinum 
0.001 to 0.0005 thick. 

Compensation resistances of man- 
ganin wire, final adjustment 
on platinum wire with mer¬ 
cury contact. 

Using an 8-magnet system and a 
full period of 20 secs. i=8X 
lo""!! ampere, while a 6-mag¬ 
net system had a sensibility of 
jna.SX to"!! ampere for a 
full period of 36 seconds. 

2.4X 10 

i.aX 10 

4X io~® 

I 

3 

4 

8-3 
















3 

2.7 

2-5 



1 X to *' 
8*1 X J O' ^ 

3.7X to “ 
a.iX lO" '* 

1 1 X to " 
8X IQ ® 


..., 



yX lO*'" 

gX 10 ** 

I 

X 

45 

30 




i.iXio-® 


iX lo" ® 

c 

(li') 

X 

IQ 

15 

35 

71 


t 7 -SXio"“ 

i3.8Xio"« 

2-3 

% 

30 

3 S-S 




X 






. ... _ __ _ _ _ _ _ _ 


tThcsc values are obtotnecl by comparing the de/lections per unit area with the bolometer. 
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Comparison of Sknsixivkness of Various Bolometer-Galvanometer 

Combinations. 

The most important data on sensitive radiation meters, and particu¬ 
larly that relating to bolometers, is given in table VII. It will be noticed 
that the thermopile is as sensitive as the bolometer. The sensitiveness of 
the radiometer is obtained by comparing it with the bolometer. Although 
the radiometer is no doubt less efficient than the bolometer, it probably 
absorbs as much of the incident energy. Since the radiometer deflections 
were larger, per unit area, than the bolometer deflections, it is safe to 
assume that the radiometer was Just as sensitive as, if not more so than, 
the bolometer. The long period is of course a serious objection in certain 
classes of work. In table VII it will be noticed that the high temperature 
sensitiveness of the various instruments has been attained by the use of 
a highly sensitive, long period, galvanometer, by using a large bolometer 
current and by placing the scale at a great distance from the galvanometer. 
Assuming that the sensitiveness is proportional to the square of the period 
(undamped) for a scale at i m. and a bolometer current of 0.04 ampere, 
it will be noticed from column 10, table VII, that the temperature sensitive¬ 
ness of the various instruments falls in two groups. To the first group 
belong the earlier instruments of Rubens, of Snow, and of Paschen, with 
a sensitiveness of about 5°X 10”® jicr millimeter deflection. To the second 
group belongs a more sensitive combination of Paschen’s, and the writer’s 
instrument, in which i mm. deflection corresponds to a rise in temperature 
of and 9®Xio~®C., respectively. In other words, the instru¬ 

ments of the latter group have the same sensitiveness, and any increase in 
the same is to be attained by increasing the scale distance; the bolometer 
current of 0.04 amp. is about the limit for accuracy. The sen.sitivencss 
of the writer’s instruments could have been further increased by length¬ 
ening the scale distance to 2.5 m., when the temperature .sensitiveness 
would have been 3.6°Xio“®, and by doubling the galvanometer period, 
when the sensitiveness would have been 9^X10"’’ against Pa.schen’s i®X 
io~*. Such a computation is, of cour.se, illusory on account of damping 
in the galvanometer. On actual trial (but not for the magnet system 
quoted) for a full period of 30 seconds the sensitiveness of the galvan¬ 
ometer was ampere. 

Comparison of a Bolometer with a Thermopile, 

The efficiency of the bolometer and the thermopile is reduced by losses 
due to reflection and radiation from the receiving surface, and by heat 
conduction to the unexposed parts. The loss of energy in the thermopile 
due to the Peltier effect has been considered in discussing that instrument. 
The loss of energy due to reflection is about 4 per cent (Kurlbaum, loc. 
cU.). Assuming the bolometer to be made of platinum 0.5X0.002 mm. 
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wire 0.06 mm. diameter, it can be readily shown that the cross-section of 
the thermopile is about 56 times that of the bolometer, and from their 
heat conductivities, for the same temperature gradient, that the loss of 
heat by conduction in the thermopile is about 100 times that of the bo¬ 
lometer. But the temperature gradient at the ends of a bolometer strip 
carr3dng an electric current may be 50° to 100° C., so that the heat lost by 
conduction may be about the same for both instruments. Since the 
temperature of the bolometer is from 50° to 100° C. higher than the ther¬ 
mopile, the loss of heat per second due to radiation in the former is from 
2 to 3 times that of the latter. But the mass of the thermopile is 5 times, 
while its specific heat is 3.3 times, that of the bolometer. Hence, to raise 
the temperature of thermopile and the bolometer to the same extent, 16 
(5X3.3) times as many heat units must be supplied to the former. Since 
the loss by radiation is 3 times as great from the bolometer, it will require 
about 5 times as long for the thermopile to reach a steady temperature. 
In practice, however, on account of the blackening of the surface, the 
bolometer is not so quick in its action as here computed. 

From these considerations, as well as the mechanical difficulties in 
constructing a thermopile of wire less than 0.05 mm. in diameter (and 
keeping the resistance low), it will be seen that the thermopile can not be 
made so quick in its action as the bolometer and hence is not so well 
adapted where a quick automatic registration of the galvanometer deflec¬ 
tions is desired. But, as will be shown presently, since it is difficult to 
read large deflections accurately in less than a 4 to 5 second single swing 
of the galvanometer system, a thermopile of 0.06 to 0.08 mm. wire, which 
attains a steady temperature in this interval of time, is not objectionable, 
and, since it is less disturbed by air-currents (being at room temperature), 
it may be the more reliable instrument (see table IV). Neither instrument, 
however, compares with the radiometer in steadiness. The amount of 
work done on emission, absorption and reflection spectra, as well as the 
accuracy attained, in the infra-red to 15 /i, where the radiometer deflections 
were, again and again, only a few tenths of a millimeter would not have 
been possible with these instruments. In a recent examination of reflection 
spectra of minerals, using a thermopile, the accuracy attainable without 
repeating the readings several times was far from that of the radiometer, 
although the actual deflections were larger. 

The present experimental comparison of the thermopile, of 0.08 mm. 
iron and constantan wire, and the platinum bolometer was undertaken in 
order to determine the accuracy attainable in measuring a constant source 
of radiant energy, and hence to learn the feasibility of substituting the 
thermopile for the troublesome bolometer. Within experimental error it 
has been established by Langley, by Rubens and by Julius that the bolom¬ 
eter (galvanometer) deflections are proportional to the current flowing 
through the bolometer, and also to the amount of energy falling upon the 
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bolometer strip. It remains, therefore, to determine whether the present 
bolometer behaves likewise, and also whether the same accuracy is attain¬ 
able with the thermopile. 

To this end a bolometer was constructed with the greatest care. It 
was annealed before adjusting the resistance of the strips, covered elcc- 
trolytically with platinum black (after the method of Kurlbaum) and then 
smoked over wire gauze over a paraffin candle. The resistances of the 
bolometer strips were 1.782 and 1.797 (A = o.oi5) obms, respectively. 
After blackening them they were 1.766 and i.8t8 (A = 0.052) ohms, re¬ 
spectively. The width of the briglit strip.s was 0.5 mm., wJiich increased 
to 0.56 mm. after blacking. The length was ii mm. and thickness less 
than 0.002 mm. The bolometer current was 0.04 ampere and throughout 
the following experiments there was no difficulty due to air-currents, or 
drift. Magnetic disturbances were at a minimum, and, as a whole, condi¬ 
tions for accurate measurements were as i)crfect as one would expect. 

The thermopile of 0.08 mm. wire (20 junctions covered with a .slit 
0.5 mm. wide) already described, showed a .slight lag in registering the 
energy received. Although this was not marked, there was a tendency 
for the deflection to creep, in.stead of stop])ing abru])tly as in the case of 
the bolometer. This was most marked in large deflections, and necessi- 
tated exposing the thermopile to radiation for a definite time (6 .seconds) 
and taking the zero at the expiration of an equal interval of time. 'The 
results arc given in table VIII. The last two values for the thermoijile arc 
vitiated by radiation from the rotating dusk, to be noticed presently. I'he 
results show that there is no great difference in the two instruments. It 
was necessary, however, to note tlie time of ex[)osure of (he thermopile, 
which is not convenient for large deflections. I'he estimation of the 
relative merits of the bolometer and the thermojiile is, therefore, a ])er.sonal 
one, and from the experience gained it may be said that for measuring in¬ 
tense sources the bolometer is the more accurate (when working to 0,5 per 
cent) unless great precautions be taken in making the thermopile readings. 

The theoretical temperature scnsitivene.ss of the thermopile was con¬ 
siderably greater than that of the bolometer, as was found on subseciuenl 
computation. It may be added, therefore, that if tlie bolometer .sensitive' 
ness had been increased, by increasing the current througli it, there would 
have been greater unsteadiness in the galvanometer retuHngs. 

Experimknt witu a Sectouei) Disk. 

In comparing the relative merits of the bolometer and the thermojiile, 
the simplest method appeared to be to reduce the inten.sily of the .source 
by a known amount, by using a sectored disk,- the angular opening.s of 
which arc accurately known. It will be noticed that while the ratio.s of 
energy transmitted by the sectored disk were in dost* agreement in any 
series of measurements (sec tables VIII and IX) the numerical value.H were 
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in all cases higher than the true ones. In other words, the disk transmitted 
too much energy, or the apparent opening was larger than the true one. 
It remained, therefore, to be shown whether this was due to diffraction (of 
the very long wave-lengths) or to lack of proportionality in the registering 
of the energy by the bolometer and the thermopile. The method of ob¬ 
servation consisted in taking from 5 to 10 readings without the disk, then 
a similar number with the rotating disk interposed, followed by a number 
without the disk. 


Table VIII. — Comparison of Bolometer and Thermopile. 


Direct deflection 
(mean value). 

Deflection with 
disk, 180®—40.0 
(mean value). 

Ratio. 

Direct deflection 
(mean value). 

Deflection with 
disk, 180“ “>49.0 
(mean value). 

Ratio. 

Bolometer: 

May 2.1, ’07: 

I 2,22 

12.16 

■ 

■ 


Thermopile: 

May 24, ’07; 
13.14 

14.22 

14.30 

6.(51 

7.21 

7.24 

tso.26 

150-7 

iso.6 


* NernHt heater on o8 volts at i m. from bolometer. Galvanometer (full) period 8 seconds undamped; so ohms 
in series. 'I’otal deflection about 8o cm. Bolometer is perfectly steady and comes to rest aijruptly. Readings 
vary from o.i to 0.7 i)er cent from mean of about 10 in each .set. Temperature sensitiveness •“6°X 10—®. 

t Conditions same ns for bolometer. Thermopile deflection "creeps," and docs not come to rest in same time 
as galvanometer (on open circuit or with l)olometer), due to its larger heat capacity. Galvanometer single swing 
of 4 bccoikIh increased to 6 seconds and is fully damped, due to lag of thermopile; so ohmsin scries with galvanom¬ 
eter. Temperature sensilivencss — a°X to—®. 

J' Sfiiirce and disk nearer screen. Difflcult to rcatl deflection on account of "creeping,” which amounts to i to 
3 Reiulings made at en<l of (> secomls vary by 0.4 per cent from mean; ao ohms in series with the galvanom¬ 
eter. Temperature seu.sitiveness “ s^X to”®. 

The fir.st lest made was to determine whether the rotating disk (30 cm. 
diameter, 1.3 m. from the bolometer) alTected the instrument; and it was 
found that the resulting deflections 1 to 2 mm. were no larger than those 
due to stray radiation reflected from the stationary disk. A heavy black 
cardlioard shield was then placed between the bolometer and the disk 
(0.5 m. from the disk) and similar screens were placed around the source, 
which was 2 m. from the bolometer. No radiation was detected from the 
stationary disk, whether the open or closed part of the disk faced the 
bolometer; but imfortunalely this test was not made for the moving disk. 
The disk with the 240° opening gave values 0.5 per cent too high (see 
table IX). 'J'lie results with the 120° disk (6 openings of 20° each) were 
in still greater error. The space between the bolometer and the shield 
was then entirely inclosed, and with the disk close to the opening (7X10 
cm.) in the shield the discrepancy became still greater. It was then found 
that the increased transmission is due to the moving disk and depended 
upon the distance of the disk from the screen. 

It was further .shown that the transmission wa-s proportional to the 
speed, so that the 240° disk (true transmission 66.827 cenP) gave 

1 These disks and their constants were supplied by Dr. Hyde. Bureau of Standards, 
Bulletin, 2, p. r, 1906, 
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values from 69.3 to 77.2 per cent. In fig. 105 are plotted the galva¬ 
nometer deflections for different distances of the disk (abscissae) from the 
screen. The latter was 80 cm. (source at 2 m.) from the bolometer, and 
had an opening in it which was the size of the openings in the sectored disk. 
No radiation was observed from the stationary disk, nor from the shields 
back of it when the open sector was before the bolometer, 'fhe speed of 
the disk was such as is used in photometry, and was kept constant for 
each series of observations. In the lower curve for the 240° disk the 
speed was slow and there was a flicker on viewing it. The curves show 
that the maximum radiation occurs when the disk is about 6 cm. from 
the sliield; and it disappears immediately on stopping the disk. 


Table IX.-RELiABiLiry or Bolometer Measurements. 


Direct deflection.a 

DeOcctlon with 
disk, a 

Ratio. 

Direct deflection, a 

Deflection with 
disk, a 

Ratio. 

Disk opening, a4o°“'66.8a7. 

Dlak opening, X90®»33.406. 


9.42 cm. 

6.33 cm. 

b 67.23 

15.82 

5-65 

e 3 S- 7 o 

9-35 

6.28 

b 67.25 

11.56 

4.14 

/ 3 S- 7 S 

11.82 

7*95 

b 67.25 

12.31 

4.28 

^34.8 

g.ii 

6,12 

b6p2 


10.53 

34-7 

8.94 

6.04 

C67.S 

13-75 

4.70 

» 3 - 1 .S 

I 3 - 3 I 

8.99 

C67.6 

14.15 

4-75 

33-56 




17.04 

5.68 

33 - 3 ^ 

Disk opening, x8o® — so-taS- 




17,17 cm. 

8.6s 

d 50-37 




17.21 

8.64 

(*50.20 





0 Mean of 6 to xo rcatllnga. 

6 Galvanometer period 8 seconds, vibration undamped; ao olim« in serioa with Ralvanomelrr. Temrwi'Bture 
sensitivonoss 6“X io~* C. High values due to radiation from moving disk, wlilcli i« o.s in. frnn\ tureen. 
c Galvanometer period 14 seconds and vilirntlon Just damiMsl. Temrwature sensitiveneM «-• i® .3 X ier~*> C. 
d Nomat heater on 08 volts at i m. from bolometer. Onlvanomelcr perirKl 8 seconds. 40 ohms in series with 
galvanometer. Total deflection nlMUt 80 cm. Individual deflections vary o.a to o.s per cent from mean, 
e Galvanometer period 14 seconds. 

/Galvanometer period 8 seconds. Disk better shieldof! than in previous cxftcrlmenla and ( loser to gcrem* — 
6 can. from It. Heater ijo cna. from bolometer; screen at 80 cm. 

g X4 ohms in galvanometer circuit. Galvanometer peritKl 14 seconds. Ncrrwt healer on 74 volts. 
h No resistance in galvanometer circuit; results show that high value is not due to lack of proixirtiemality of 
galvanometer deflections. 

i Nemst heater on ps volts, ao ohms In galvanometer circuit. Total deflection almut 45 cm. 

The motor was run continuously for a complete serie.s of measurement.s 
and no deflections greater than i to 2 mm. were ob.servcd from it or the 
disk, immediately after stopping the rotation. In these test.s the motor 
was shielded from the bolometer. On removing the shield and the disk 
and on running the motor the deflections were from i to 3 mm. The 
whole shows that the sectored disk is not as applicable as one would sup¬ 
pose, unless one determines the corrections which in two scries of experi¬ 
ments were found to be in very close agreement.* In the present curves 

> The sector was rotated at a higher speed than actually required with a lK)lometer. By 
means of suitable pulleys the speed may be reduced to perhaps ^hat used in the present 
test, which would decrease the errors. 

















the galvanometer was at its full sensitiveness — no resistance in series — 
so that in the actual experiments (table IX) the error was less exaggerated. 
For the 240° disk where the error in the deflections was only i or 2 mm. 
the correction reduces the observed values close to the true one. 

From the consistency of the ratios in each series, which is of the order 
of 0.2 to 0.3 per cent, it will be noticed that the bolometer is a very reliable 
instrument in spite of its mechanical weakness. 



VI. SUMMARY. 

The present paper deals with four instruments for measuring radiant 
energy, viz, the radiomicrometer, the linear thermopile, the radiometer, 
and the bolometer with its auxiliary galvanometer. 

As a result of this historical inquiry and by experiment it was shown 
that the radiomicrometer is capable of great improvement, by reducing 
its weight, by lengthening its period, and by placing it in a vacuum. It 
was further shown that on account of para- and dia-magnetism the sensi¬ 
tiveness of the radiomicrometer is very limited, perhaps only a fifth of the 
best bolometers described. 

It was also shown that the Rubens thermopile is as sensitive as the 
best bolometer, and that its heat capacity can be greatly reduced by using 
thinner (0.06 to 0.08 mm. diameter) wires, which are made shorter, thus 
keeping the resistance low. The computed errors due to the Peltier effect 
are about 1 part in 300. The thermopile is not so weU adapted as is the 
bolometer for instantaneous registration of radiant energy and it does not 
admit so great a range in variation of sensibility; but, on account of its 
greater steadiness, it commends itself for measuring very weak sources of 
radiation, e.g., the extreme ultra-violet and infra-red region of the spectrum. 

By a direct comparison it was shown that the radiometer can be made 
just as sensitive as the bolometer, but its period will be much longer. It 
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was found that the radiometer is not selective in its action, and, hence, 
that it can be used for measuring ultra-violet radiation. The main objec¬ 
tion to the use of a radiometer is its long period; but, since it is easily 
shielded from temperature changes, and since it is not subject to magnetic 
perturbations, this long period is of minor importance so long as we arc 
dealing with a constant source of radiation. In spectrum energy work its 
usefulness is limited to the region in which the window is transparent — 
to 20 fi and from 40 to 60 /.t by using quartz. The fact that the deflections 
of the radiometer can not be obtained in absolute measure is a minor 
objection, since in but few cases (thus far at least) has it been necessary 
to thus obtain the deflections. The action of a radiometer is somewhat 
analogous to a photographic plate, in that it will detect weak radiation, 
provided one can wait for it, and, on account of its great steadiness, is, 
of all the instruments considered, probably the best adapted in searching 
for infra-red fluorescence. 

A bolometer installation is so distributed that it is diflicult to shield 
from temperature changes. In spite of its small heat capacity the bo¬ 
lometer has a “drift” due to a slow and unequal warming of the strips. 
Air-currents which result from the hot bolometer strips also cause a varia¬ 
tion in the deflections of the auxiliary galvanometer. Nevertheless, despite 
these defects it is the quickest acting of the four instruments considered, 
and is the best adapted for registering the energy radiated from a rapidly 
changing source. For precision work it is necessary to keep the l)olometer 
balanced to less than 1 cm. deflection. 

The auxiliary galvanometer is the main source of weakness in measur¬ 
ing radiant energy, and in places subject to great magnetic perturbations 
a period greater than 5 seconds, single swing is to be avoided. Hence, 
although a greater sensitiveness is i)ossiblc, the working sen.sibility of the 
various galvanometers studied is of the order of f—2X10“^° ampere per 
millimeter deflection on a scale at i m. Under these conditions the various 
bolometers used were (as a fair estimate of the recorded data) sensitive to 
a temperature difference of 4°Xio~'’ to 5°Xio'”® per mm. deflection, on a 
scale of I m. The galvanometer sensibility was found to bo closely pro¬ 
portional to the period. 

A direct comparison of the thermopile and the bolometer shows that 
there is little preference, other than a personal one, in tliese two instru¬ 
ments. 

The use of a rotating sectored disk for reducing the intensity of tlie 
source is liable to introduce errors, which must be taken into account. 



APPENDIX III. 


ADDITIONAL DATA ON SELECTIVE REFLECTION AS A FUNCTION 
OF THE ATOMIC WEIGHT OF THE BASE. 

As this work goes to press the experiments of Morse^ have been pub¬ 
lished, and since it contains considerable new data for the region of the 
spectrum from lo to 15 /x, it is included here for the sake of completeness. 

In that paper considerable comment is made upon the fact that the 
writer (see Carnegie Publication No. 65) missed the reflection bands in 
calcite and in magnesite, previously found by Aschkinass at ii to 12 /i. 
In reply it may be stated that these two substances were examined in the 
preliminary work on reflection spectra, in order to get a check on the 
calibration; and, on flnding the reflected energy very weak, no attempt 
was made to locate the bands known to be at ii to 12 /i. In this work 
a Rubens thermopile (heavy wires) was used, which was sluggish and was 
disturbed by air-currents. Although tlie sensibility was higlicr than in 
the radiometer previously used, the small deflections were not so reliable 
and no attempt was made to locate weak refleclion bands beyond it jl, 
such as are found in the carbonates. This demonstrates the superiority 
of the radiometer for measuring weak radiation. 

The investigation of weak reflection spectra in the extreme infra-red is 
accoraiflished under great dilflculties, and Morse has done an excellent 
service in obtaining data in this region of the spectrum. Pie used a 35 cm. 
focal length mirror spectrometer as compared with the writer’s 52 cm. 
focal length mirrors. In the larger spectrometer the energy in the spec¬ 
trum is much weaker, while the resolution is greater. The shorter focus 
docs not militate against the results, however, which slrow that the simple 
atomic weight relation among the carbonates found by the writer at 6 to 
8 fL holds for the long wave-lengths at ir to 15 /t, where the dispersion is 
considerably greater. The writer found the reflection band of the carbon¬ 
ates at 6 n very complex (sec Chapter III) and it would be interesting 
to learn whether the bands at 11.4 to 15 // arc likewise. In table X arc 
given the maxima of the reflection bands of the carbonates examined by 
Morse. It contains one new substance, MnCOg, not examined by the 
writer. The values of the maxima of the first band arc not always in 
agreement, but this appears to be due to the difference in resolving power 
of the two instruments. In fig. 43 are ])lottcd the wave-lengths of the 

1 L. B. Morse: Astrophys. Jour., 26, p. 225, 1907. 
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reflection maxima of the bands at 11.5 and 14.5/^ against the atomic 
weight of the base. From this it will be seen that the rate of shift of the 
band with increase in atomic weight of the base is greater for the bands at 
II. 5 and 14.5 PL than for those at 6.6 and 7.0 p, just as was found for the 
bands of the sulphates at 4.6 p, at 6.2 to 6.6 p, and at 8.2 to 9.3 p (see 
figs. 44 and 45). 

^ Table X. 


Substance. 

Chemical 

composition. 

Atomic 
weight of 
base. 

Reflection maxima. 

Band i. 

Band a. 

Band 3. 

Magnesite. 

MgCOs 

34.2 

6 . 5 ^ 

II.2 /U 

13.9 M 

Calcite. 

CaCOa 

39-7 

6.0 

II.31 

14.2 

Aragonite. 

CaCOa 

39-7 

6.65 

II-SS 

14.2 

Rhodochrosite. 

MnUUa 

54.6 

6.63 

II.47-I- 

14.0— 

Siderite. 

FeCOa 

ss-s 

6.60 

11.47— 

13.9- 

Smithsonite . 

ZnCOa 

64.9 

6.7 

11.38 

13.6 

Strontianite . 

SrCOs 

86.9 

6.76 

11.56 

14.37 

Witherite . 

BaCOa 

136.4 

6,86 

11.60 

14.5 

Cerussite. 

PbCOa 

205.4 

7.2 

11.94 

14.8 


By arbitrarily selecting KNOg and AgNOg from the nitrates, Morse 
found the line drawn through the maxima of the reflection bands was 
“approximately parallel” to those of the carbonates (sec fig. 43). More¬ 
over, the line drawn through the maxima of the sulphates, at 8.6 to 9 /i, 
is also closely parallel with those of the carbonates. From this he was 
led to suspect that the shift of the band with increase in the atomic weight 
of the base is of the same order of magnitude in carbonates, nitrates, and 
sulphates. If the data had been plotted to a larger scale, as the accuracy 
of the values of the maxima seem to permit, then the lines would not even 
be approximately parallel, as will be noticed in figs. 43 and 44. 

After examining the reflection and transmission spectra, one or both, 
of over 300 substances, the observations lying in the region of the spectrum 
from 0.5 to 30-f/X, I have found that it is an easy matter to work out all 
sorts of fantastic relations, only to learn, after gathering more data, that 
the whole thing was an illusion. For this reason it seems to me that the 
linear relation between the weight of the element, combined with equal 
amounts of oxygen in the acid radical found by Morse by arbitrarily 
selecting maxima of reflection bands, is misleading. From the earliest 
work of Abney and Festing to the latest (theoretical) work of Einstein, it 
has been generally accepted that oxygen is the active element in causing 
(at least in “ sharpening ”) certain bands, just as sulphur has been found 
quite inactive. The great groups of chemically related compounds have 
been found to have similar absorption and reflection spectra, but no sim¬ 
ple relation could be established between the spectra of the groups of 
compounds. The present simple relation results from selecting particular 
reflection bands found in certain carbonates, nitrates, sulphates, and sili- 
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cates. Hence, the selection of KNO3 (max. at 7.1 //) from the nitrates by 
Morse seems arbitrary, for Pfund {loc. cit., see Carnegie Publication No. 
65) has given a large number of nitrates which have a band in common at 
7.45 fji. This seems to be a characteristic band of the nitrates, and AgNOg 
might have been selected instead of KNOg. A characteristic band of the 
sulphates appears to be at 9.1 // (harmonic with the one at 4.55 /^), while 
Morse selected a less frequent one at 8.6 /jl. From the silicates, MgSiOg, 
with an insignificant band at 9.1 pL, was selected, while NagSiOg, with a 
sharper band at 9.9 pt, and ZngSiO^, with a group of still more intense 
bands at lo.i, 10.6, and ii pt, respectively, were not considered. 

In PbMO^ the maxima lie in the region of 11.75 ^-nd 13 pt, while in 
CaWO^ there is a large reflection band with maxima at about 11.4, 11.9, 
and 12.5//, respectively. These data including Morse’s are plotted in 
fig. 106 and tabulated in table XI, from which it will be observed that 

Table XI. 


Substconce. 

Chemical 

formula. 

Atomic weight 
of base. 

Weight with 

48 gr. of 0. 

Position 
of band. 

Calcite. 

CaCOg 

39-7 

12 gr. of C 

6.6 M 

Potassium Nitrate. 

KNOa 

38.9 

14 gr. of N 

7-iS (7-05) 

Anhydrite . 

CaS 04 

39-7 

24 gr. of S 

8.6 

Enstatite . 

MgSiOa 

24.2 

28 gr. of Si 

9.1 

Zircon. 

ZrSiO^ 

90.6 

28 gr. of Si 

10, 10.6, II jU 

Wulfenite. 

PbMoO* 

206.9 

72 gr. of M 

II-7S, 13 

Scheelite. 

CaWOa 

39-7 

138 gr. of W 

11.4, 11.9, 12.5 


the graph is not a straight line, and that if any relation exists it is a very 
complex curve, showing that for the region up to 10 // the atomic weight 
of the element in the acid radical has a great effect in shifting the maxi¬ 
mum, while beyond this point the atomic weight of the element united 
with oxygen is of minor importance. In fact, the base and the element 
united with the oxygen in the acid radical seem to influence each other. 

As an illustration of the arbitrariness in selecting bands to establish 
relations like the aforesaid, calcite (CaCOg) may be noticed, in which the 
reflection band is complex with maxima at 6.4 (?), 6.5, 6.6, and 7 pt, while 
in its isomer, aragonite, the maxima are at 6.4 (?), 6.52, 6.74, and 7 (?) pt. 
In SrCOg the band with a maximum at 6.67 pt could not be resolved even 
with a fluorite prism. Hence, one is at a loss to know which band (at 
6 to 7 jk) to select from the carbonates to compare with the sulphates, 
nitrates, and silicates. On the other hand, in the carbonates and in the 
sulphates the maxima of the bands have been plotted in their order of 
occurrence, which would seem to eliminate personal bias in the selection 
of maxima. From this it would appear that the simple, linear relation 
between the atomic weight of the base and the maxima of the reflection 
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bands in the carbonates and in the sulphates is in agreement, at least as 
a first approximation. Even with these data at hand, speculation in regard 
to dynamical relations among atoms in the molecules had better be post¬ 
poned until more data have been procured. 
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Fio. io6. — Maxima of relleclion banda. 

The data on the reflection bands of the carlionates at 11 to 15 /£ is of 
interest in connection with the question of the value of the extinction 
coefficient necessary to give rise to selective renection. In Carnegie Pub¬ 
lication No. 65, page 70, is given the transmission band of a thin section 
of calcite, from which it will be observed that the absorption band at i r.4 /£ 
coincides with the band found by reflection. It would sc'cm desirable to 
examine the transmission of thin sections of carbonates in this region of 
the spectrum, using polarized energy, to compare with the intensity of 
the bands found by reflection. The reflection bands at 14 /£ were fre¬ 
quently found to be extremely weak, and in view of the importance of the 
bearing of the results upon the whole subject, it seems highly desirable to 
examine the transmission spectra of thin sections of these minerals (using 
preferably polarized energy), to verify the aforesaid observations. (See 
foot note on page 30.) 
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ADDENDUM. 


Mr. Morse has recently presented “Additional observations on the 
selective reflection of salts of oxygen acids” (Washington meeting, Amer¬ 
ican Physical Society, April, 1908). He chose substances in which the 
“ weight of the acid-forming element is not greater than the weight of the 
oxygen with which it is combined.” These substances are: CaCOg with 
a reflection maximum at 6.6 /z; KNO3 at 7.1 AgNOg at 8 /z; CaSO^ at 
8.6 /z; KCIO4 at 9 /z; CaSiOg at 9.2 /z; KClOg at 9.9 /z; KMnO^ at 10.9 /z; 
PbCrO^ at 11.5 /z; and CaTiOg at 14.2 /z. These maxima lie close to the 
line drawn through them, when plotted against the weight of the oxygen. 
He excluded PbMOi, CaW04, etc., because the weight of the acid-form¬ 
ing element is greater than that of the oxygen present. Of course, if we 
admit the validity of such a procedure the rule is proven; but a rule loaded 
down with exceptions can not prove satisfactory, and much as all spectro- 
scopists wish to establish such a simple relation between spectra of different 
groups of compounds, it should be along lines of less arbitrary elimination. 

On the other hand, this simple atomic-weight relation seems to hold 


for substances belonging to the same 
group of compounds, even for re¬ 
mote parts of the infra-red spec¬ 
trum, as was shown by Nichols 
and Day (Washington meeting, 
American Physical Society, April, 
1908). They found a band of 
residual rays in SrCOg at 43.2 /z 
and in BaCOg at 46.5 /z, for the 
carbonates (see fig. 45). 

If we take the ratio of the in- 



10 20 30 4-0 soja 


Fio. 107. —Mean position of groups of residual rays. 


crease in atomic weight of the base to the position of the maximum, as 
read from the graphs in fi.gs. 43 to 45, the value for the group of bands 
at 6.5 /z is about 500 to i, at 11.5 /z it is 260 to i, and at 45 /z it is 20 to i. 
The graph (fig. 107) of these values appears to be an hyperbola. If such 
a relation really exists and if the carbonates have a band in the region of 
30 /z, corresponding to the CaCOg and MgCOg bands, then the aforesaid 
ratio of atomic weight to position of the maximum is about 90 to i, and 
one would expect to find a maximum for PbCOg at 31.5 /z and SrCOg 
at 30 /z. However, from the variation in complexity of the bands at 6 to 
7 n and in intensity of the bands at ii to 14 h is evident that it is use- 
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less to attempt to predict their behavior in the remote infra-red. On the 
whole, the present data indicate that the greater tlie wave-length of the 
maximum the greater the shift of that maximum with increase in atomic 
weight of the base. 


The latest conclusion (Morse, Phys. Rev. 26, p. 526, 1908) is that 
“ present data do not form any reasonable basis for assuming that all the 
reflection bands in even the simpler oxygen acids are connected with each 
other by such a simple relation as that found to hold roughly for the first 
bands, and which may be found to hold also for the second bands in the 
salts examined.” 
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